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OW that the assets 

of the Transconti- 

nental Oil Co. have 
been merged into the Ohio 
Oil Co. and its* subsidia- 
ries, the duties of Walter 
W. Fleming have been 
greatly increased. He is 
vice-president and general 
manager of the Mid-Kan- 
sas Oil & Gas Co. This 
Ohio Oil subsidiary has 
been given all of the pro- 
duction, refining, pipe 
lines and much of the 
marketing of the old 
Transcontinental. 

Mr. Fleming was born 
in Oil City, Pa., and has 
never worked at anything 
except the oil business. 
His father was William 
Fleming, pioneer oil man 
and first president of the 
Ohio Oil. Walter Fleming 
began his career in the 
Oil City offices of the Na- 
tional Transit Co. From 
there he went to Lima with the Ohio, 
working under Fred Hillman, later a vice- 
president of the Standard Oil Co. of Cal- 
ifornia. 

Mr. Fleming learned the producing busi- 
ness through all the successive steps and 
when the Illinois fields opened he was 
qualified to go to Casey as superintendent. 
Later work was in the Indiana and Ohio 
fields. Eventually he moved to Wichita, 
Kans. There the Benedum & Trees in- 
terests had the Mid-Kansas company, 
which the Ohio bought and enlarged. 

With the opening of the Ranger field 





the offices were moved to Mineral Wells, 
Texas, and in 1923 they were brought to 
Tulsa. The biggest development Mr. 
Fleming has managed is the Yates pool. 
This was a Mid-Kansas discovery and with 
the Transcontinental it owns the larger 
part of the field. 

Mr. Fleming is an enthusiastic sports- 
man, being especially fond of hunting and 
fishing. He is a director of the parent 
Ohio Oil Co. and what with journeys to 
such widely separated points as the home 
office at Findlay, O., and to the Yates pool, 
he is quite a patron of the railways. 
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Operators Join to Defend Conservation 


Law from Promoter's Attack 


TULSA Aug. 23 

KLAHOMA operators, in- 

terested in averting 

chaos in the industry, 

are mapping a defense to the 

attack made upon the conser- 

vation methods and laws of the 

state by C. C. Julian, stock pro- 

moter. They will actively back 

up state officials in their efforts 

to have the courts uphold the 
present conservation statute. 


Julian obtained from the su- 
preme court Aug. 25 an alter- 
native writ of prohibition 
against the enforcement by the 
state corporation commission of 
the orders under which the Ok- 
lahoma City field is prorated. It 
was returnable Sept. 2. On that 
day the court heard arguments 
from both sides and refused to 
dissolve the order. It assigned 
Sept. 9 for hearing the case on 
its merits. 

Julian has produced one of 
his two wells since he obtained 
his order, which, incidentally, 
was issued in summary manner 
without notice to the state au- 
thorities. He has taken out 
some 25,000 barrels and is now 
shut in because no more tank- 
age is ready. 

A new refinery is building 
under the name Peveto & Pea- 
cock, which will run oil Julian 
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produces. Julian asserts he 
will move in on the marketing 
business with a string of filling 
stations. He proposes to inte- 
grate himself completely. 


Attorney General J. Berry 
King and his staff are getting 
ready to defend the laws under 
which the state commission has 
been issuing proration orders 
for the past four years. This 
is the first attack in court that 
has been made. Oil company at- 
torneys have volunteered their 
assistance to the attorney gen- 
eral and to the attorney for the 
corporation commission. 


The court having given per- 
mission for any interested per- 
son to file a brief in the case, 
the Mid-Continent Oil & Gas As- 
sociation’s special legal commit- 
tee is preparing one. It will 
be filed on behalf of the asso- 
ciation, this having been author- 
ized by the executive committee 
of the Oklahoma-Kansas divi- 
sion. 


Julian attacks the constitu- 
tionality of the state conserva- 
tion laws, the reasonableness of 
the corporation commission’s 
order and asserts, for good 
measure, that enforcement of 
the order is discriminatory. He 
charges some companies are al- 
lowed to violate the orders 


while other martyrs like him- 
self are compelled to comply. 


Julian is today probably the 
outstanding exponent of the art 
of selling oil stock. He oper- 
ated in the El Dorado field of 
Arkansas several years ago, 
then went to California to find 
a wide field for his talents. He 
got out of the company which 
bore his name and was not pres- 
ent when the big-blow-off came 
which resulted in prison sen- 
tences for several. He came to 
Oklahoma City without visible 
assets and, within a few months, 
was maintaining elaborate of- 
fices, driving expensive cars and 
operating an airplane. 

Everything pertaining to the 
curtailment program in the 
state hangs upon the supreme 
court’s action. If it holds the 
state laws valid, the state can 
go ahead holding production to 
the market demand. In recent 
months the proration of oil has 
been highly successful, despite 
the citation of 61 companies and 
individuals by the corporation 
commission for violation of the 
order. 

Hearing on these citations 
was set for Sept. 8. It was post- 
poned until Sept. 23 because of 
the Julian matter before the su- 
preme court. The commission 
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having been restrained from en- 
forcing its order with respect to 
Julian and he being one of those 
cited, it was not considered 
seemly to proceed in the face of 
the restraining order. 

Except for three or four op- 
erators, the companies cited 
were guilty of very small pro- 
duction in excess of their allot- 
ments. In most cases it 
amounted to not more than a 
half-day’s production from their 
leases under proration and was 
cumulative from Sept. 1, 1929. 
to Aug. 1. The operator that 
most exceeded the allowance, 
had an excess of 80,000 bar- 
rels. But the order provided 
citation should be made if the 
operator were over by as much 
as one barrel. 

Further complications on pro- 
ration are in the offing. Champ- 
lin Refining Co., Enid, last week 
brought in its first well in the 
Oklahoma City field. Itis good 
for around 6000 barrels. The 
company is laying a pipeline 
to the field and H. H. Champlin, 
president, said that. his com- 
pany could not prorate as it 
needed the oil for its refinery. 
The line will be finished in 
about 10 days. 

The matter of the Superior 
Oil Corp. also is vexing. This 
company had greatly exceeded 
its allowance under proration in 
the Seminole district. It is now 
in receivership and the receiver 
takes the position he should not 
be expected to correct any over- 
ages produced by the former 
management. He has, in fact, 
intimated he will go to court to 
restrain the corporation com- 
mission from ordering him to 
make up the excessive produc- 
tion of the past. 

Everybody is marking time 
until the supreme court finishes 
with the Julian case. If Julian 
wins, then the state has no en- 
forcement machinery left and 
it is up to the operators to han- 
dle the matter, collectively, as 
best they can. It is quite un- 
likely that, if Oklahoma City 
“blows up,” there will be re- 
laxation of proration in other 
areas because the pipelines will 
run just as much oil as the buy- 
ing companies with which they 
are affiliated nominate to take 
pnd there is no buver in the 
market for more oil. 

In Oklahoma City the situa- 
tion will be somewhat different. 
With some of the small opera- 
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tors having a partial outlet for 
their production, the offsetting 
neighbors will, of course, pro- 
tect themselves to the extent of 
producing barrel for. barrel 
from offset. Such procedure 
would call for a storage cam- 
paign. One company is getting 
ready for such a contingency. 
Sinclair Oil & Gas Co. has com- 
pleted several tanks and is 
building others, the final pro- 
gram now authorized being 28 
tanks of 80,000-barrel capacity. 

Of course, if a storage cam- 
paign develops the price will 
suffer. That is putting the 
gloomy construction on what is 
now happening. Nearly every- 
body is hopeful the supreme 
court will find the laws of the 
state are constitutional, that the 
corporation commission is 
clothed with all the power it 
has exercised in the past and 
that it will be able to go ahead 
issuing orders to hold back the 
flood of production possible 
from present wells. 


Texas Proration Slow 


In Getting Started 


By Telegraph 

HOUSTON, Sept. 8.—Field 
reports from Texas districts for 
the week ended Sept. 6 indicate 
decreased production of only 
12,650 barrels daily to 806,150 
barrels per day. Reduction be- 
low 791,800 barrels daily is 
contemplated under statewide 
prorating orders with the hope 
that the end of the month can 
bring the curtailed yield to 
766,500 barrels daily. 

The Gulf Coast district which 
was proposed under prorating 
not to exceed the Aug. 16 level 
of 177,800 barrels daily pro- 
duced 179,600 barrels in the 
week ended Sept. 6, as com- 
pared with 180,350 barrels the 
previous week. 

The Panhandle district which 
is allowed 80,000 barrels and 
produced 97,450 barrels was 
down from 102,500 barrels. 

The Wichita Falls district 
which had 69,000 barrels pro- 
rating allotment produced 73,- 
650 barrels compared with 72,- 
109 barrels the previous week. 

The General Ranger territory 
which was alloted 52,000 bar- 
rels was down to 50,950 bar- 
rels: West Texas alloted 274,- 
000 barrels was down 1750 bar- 


rels to 275,900 barrels; East 
Texas was within its 41,850 bar- 
rel allowance with 40,200 bar- 
rels, and Southwest Texas with 
99,150 barrel allowance cut pro- 
duction from 93,950 barrels to 
88,400 barrels. 





Wichita Falls district opera- 
tors, after a conference at Dal- 
las Sept. 8 with the general cur- 
tailment committee on Texas 
production, agreed to study fur- 
ther conditions in their terri- 
tory before taking their prob- 
lems to the state railroad com- 
mission for adjustment. 





Wilcox Show Near Okla. Cit) 
OKLAHOMA CITY, Sept. 9— 
An important wildcat of Mid- 
Kansas Oil & Gas Co. and Ram- 
sey Petroleum Corp. in north- 
western Oklahoma county more 
than 15 miles north of the Okla- 
homa City pool is showing oil 
and 2,000,000 feet gas from a 
formation believed to be the 
Wilcox topped at 6966. The 
test is in the southwest corner 
of Sec. 32-14-3W. Drilling is 

continuing. 


Interpretation of 1911 


Decree Main Issue 


WASHINGTON, Sept. 9 
The interpretation to be given 
the Standard Oil dissolution de- 
cree of 1911 constitutes the 
main, and perhaps only real, 
issue in the government’s suit 
to test the validity of the pro- 
posed merger between the 
Standard Oil Co. of New York 
and the Vacuum Oil Co. 


This is brought out in a sum- 
mary prepared for the court by 
Special Master Fred L. Willi- 
ams of the evidence in the case 
taken before him. 


He pointed out that there is 
little serious conflict concern- 
ing the facts in the case, the 
terms of the contract merger 
being admitted in the plead- 
ings. 

The tendency towards inte- 
gration of the oil companies the 
past few years is constantly 
adding to the outlets of the ma- 
jor companies, stated the mas- 
ter, and thereby reducing the 
number of points at which Vac- 
uum automotive products can 
be made available to the pub- 
lic. 
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The Editors’ Viewpoint 








Ask Mr. Shaw, “How 
Is the Oil Business?” 


EORGE W. SHAW, president of the Franklin 

Oil & Gas Co., Bedford, O., has a way to 
impress upon his friends the fact that the oil 
industry is over-burdened with taxes. To the 
question, ‘‘How is the oil business?’’ he answers, 
“The oil business is all right if left alone.’’ 


That answer calls for explanations and Mr. 
Shaw goes on about as follows: 


“The oil industry is an industrial giant, but 
sometimes it is a bad thing to be a giant. Uncle 
Sam not only does not protect but, like some 
relatives, looks upon oil as his Dutch Uncle and 
makes it pay more tribute, in the form of taxes, 
than any other industry. 

‘“‘When you add the income tax, property tax, 
license tax, gasoline tax and others, the aggre- 
gate is appaling. 

“If the ease with which taxes on petroleum 
and its products can be levied and collected, 
blinds our public servants to the welfare of this 
most essential industry, then indeed, it is high 
time that the people interested in the oil busi- 
ness and the public demand that they wake up 
and not break the camel’s back by adding more 
taxes.”’ 


Faulty Stock Promotion 
Laws Are Responsible 


AULTY laws governing oil stock promotion 
are responsible for such persons as C. C. Julian 
getting a foothold in the Oklahoma City Oil 
field. 


They are drilling uneconomic locations, bring- 
ing chaotic conditions into an industry that 
needs to exercise the most severe restraint to 
prevent the ruining of hundreds who occupy an 
established position in the industry. They will 
do their best to hasten the end of a great oil 
field, leaving behind millions of barrels of oil 
that might be recovered under conservative 
methods. 


Carrying on their operations on funds secured 
by selling stock to the public under high pres- 
sure methods they would tear down the fabric 
of the industry. Julian, the king-pin of the pro- 
moters in the field, attacks the laws under which 
the state has exercised control of production in 
times of stress, in the interests of the public as 
well as the oil business. Brazenly he appeals to 
the courts to pave the way for his further dis- 
regard of the rights of both. 


The strongest kind of defense possible is be- 
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ing made by the legitimate oil companies. They 
can be relied upon to present the case ably. But, 
if they should lose in this case, no avenue of ap- 
peal should be disregarded. 


Furthermore, what pressure that can be put 
upon the promoters should be applied. The pur- 
chasing companies should refuse to buy one bar- 
rel of oil from an operator who seeks to kick 
over the curtailment program that has been so 
painstakingly established. 


The industry is hopeful the supreme court of 
the state will uphold the established order. If 
we could be certain of the outcome, the Julian 
case would be regarded as a blessing, for there 
has been some complaining about the corpora- 
tion commission’s orders heretofore, although 
no test has ever been made. 


If the state wins in this case, it should not be 
content with this one victory. The legislature 
meets early next year. Business generally should 
demand of that body that adequate laws be en- 
acted governing oil stock promotions, whether 
of the pre-organization type, the ‘‘unit’”’ type or 
under whatever guise they may appear. That 
would be one big step to prevent the disorderly 
drilling of new oil fields in Oklahoma. 


The Drouth to Continue 
Through October 


N the past two years there has been a notice 
able let-up in the consumption of liquor at oil 
conventions. Not so much a matter of morals, 
perhaps, as of good business is this tendency. 
Now comes W. G. Skelly, president of the Inter- 
national Petroleum Exposition, with the advice 
to make this year’s big oil show quite dry. In 
a letter to General Manager William B. Way 
he says: 


“Kindly ask all of the exhibitors and others 
who are co-operating with you to do all they can 
to hold down the ‘hotel parties’ and to eliminate 
as much as possible any and all forms of con- 
vivial drinking. In years past the exposition has 
been criticised for some actions of individuals 
attending the meeting, but I am happy to say 
that conditions in this respect have greatly im- 
proved in the last couple of years. We must at 
all times have respect for the law and I want to 
impress on you that the quickest way to ruin 
our Exposition would be to slacken the restraint 
on this form of entertainment.”’ 


In another paragraph Mr. Skelly says that no 
liquor will be permitted to come on the expo- 
sition grounds and he asks that all exposition 
employes refrain from participation in drinking 
parties. 








Shipper-Railroad Reciprocity 


Evidence to be Announced 


WASHINGTON 


HETHER any oil com- 
W panies have been caught 

in the dragnet the Inter- 
state Commerce Commission 
has had out for about a year in 
the so-called reciprocity in buy- 
ing investigation will probably 
be disclosed soon. Tons of docu- 
mentary evidence have been 
collected by special agents of 
the body that is the guardian 
of the morals of railroads and 
shippers. 

The Federal Trade Commis- 
sion, for several months, has 
been holding hearings, off and 
on, on complaints filed by it 
against employes of meat pack- 
ing companies who are alleged 
to have organized or acquired 
railroad car equipment com- 
panies so as to have something 
to sell to railroads in return for 
the routing of freight of the 
packers controlled by them. The 
testimony, however, has not ap- 
peared impressive. It may be 
shown to be impressive when 


arguments are made in the 
cases. 

It is admitted by Interstate 
Commerce Commission men 


that among the tons of paper 
collected by the special agents 
of that body there are papers 
relating to the relations be- 
tween petroleum companies, 4s 
shippers, and the railroad com- 
panies, as common carriers. 
Whether there are any papers 
indicating that employes of oil 
companies, whether officers or 
not, have organized or acquired 
factories to make things to sell 
to the railroads in return for 
the routing of the oil industry’s 
tank cars is not known. Years 
ago there were lubricating con- 
tracts between oil companies 
and railroads which were not 
deemed exactly right. It is un- 
derstood that the special agents 
of the regulating body have 
looked into transactions of that 
sort wherever there was a hint 
that something might be found. 


Fuel purchases of the rail- 
roads are expected to yield ma- 
terial that will be suggestive of 
rebating disguised in technical 
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terms not so harsh as the word 
rebating. At various times it 
has been asserted that railroads 
bought coal tonnage from mines 
on their rails which could route 
their shipments over rival lines 
by means of contracts for rail- 
road fuel. The plan has been 
to buy railroad fuel at a price 
above the market in return for 
the mine’s routing of additioxral 
tonnage over the railroad doing 
the buying. 


Much of the testimony about 
reciprocal buying is expected to 
deal with coal fuel contracts. 
Inasmuch as there are fuel oil 
contracts between railroads and 
oil companies, it is believed, the 
investigators who. scrutinized 
documentary evidence pertain- 
ing to fuel contracts between 
railroads and coal companies, 
also gathered material about 
contracts for fuel oil. 


Ohio Marketers to Peer 
Into the Future 


CLEVELAND, Sept. 8.—Ohio 
marketers will endeavor to look 
into the future at the fall meet- 
ing of the Ohio Petroleum Mar- 
keters Assoc., Sept. 17, Deshler- 
Wallick hotel, Columbus. 
““What’s Ahead,’’ will comprise 
the day’s program. A golf tour- 
nament has been arranged for 
Sept. 18 for oil men who wish 
to stay over a second day. 


The day’s program has been 
divided into periods of 30 to 60 
minutes, each period with a 
speaker who will open discus- 
sion of a topic of current im- 
portance. The topics and dis- 
cussion leaders are: 

“What’s Ahead in Farm and 
Commercial Business?” J. R. 
McElroy, Pearl! Oil Co., Bowling 
Green, O. 

“What’s Ahead for Cut Rate 
Stations?” E. H. Jaeger, Fre- 
mont Oil Co., Dayton. 

‘“What’s Ahead in Legisla- 


tion?’’ Hubert B. Fuller, coun- 
sel of O. P. M. A., Cleveland. 


‘‘What’s Ahead for U. S. Mo- 
tor Gas?’’ Paul Blazer, Ashland 
Refining Co., Ashland, Ky. 

‘“‘What’s Ahead for the Inde- 
pendent Marketer?’ I. G. Mon- 
roe, field representative, O. P. 
M. A., Columbus. 

“What’s Ahead for’ the 
Code?’’ P. H. Harrison, Sun Oi! 
Co., Detroit. 

‘“What’s Ahead for O. P. M. A 
and Sectional Clubs?” W. A. 
Milne, executive secretary, O. P 
M. A., Columbus... 

‘“What’s Ahead for Aggres- 
sive, Fair and Honest Leader- 
ship for the Oil Industry in 
Ohio?” J. L. Marsh, former 
president, O. P. M. A., Youngs- 
town. 

The meeting will open at 10 
a. m. and will adjourn at 4:30 
p. m., hours which will permit 
any marketer to drive from his 
home to the meeting and return 
in one day. 


One Gallon in Eight 
Now Is Ethyl 


CLEVELAND, Sept. 8.—One 
gallon of gasoline out of every 
eight sold to U. S. motorists in 
the first seven months of this 
year was treated with Ethy! 
fluid. Total gasoline blended 
with Ethyl in the seven months 
period was 1,099,000,000 gal- 
lons or 12.69 per cent of the 
estimated amount of gasoline 
sold for motor fuel. 


In 1929 refiners blended 1,- 
300,000,000 gallons of gasoline 
with Ethyl. This was 9.2 per 
cent of gasoline sold in domestic 
channels subject to state gaso- 
line taxes. In 1928 550,000,- 
000 gallons or 4.4 per cent of 
domestic motor fuel was blend- 
ed with Ethyl] fluid. 


The following table shows the 
amount of gasoline blended 
with Ethyl at refineries each 
month compared with estimated 
taxed gasoline: 








Ethyl 
Taxed Gasoline Per cent 
Gasoline Sales of 
Gals. Gals. Taxed 
(000 omitted) Gasoline 
Jan. 972,636 133,006 13.67 
Feb. 1,002,078 124,000 13.37 
March 1,172,934 144,000 12.28 
April 1,305,990 176,000 13.48 
May 1,379,616 169,000 12.25 
June 1,357,104 165,000 12.16 
July 1,449,714 188,000 12.97 
Total 8,640,072 1,099,000 12.69 
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Aluminum Truck Tanks Pass Fire, 
Drop and Hydrostatic Tests 


CLEVELAND, Sept. 6 


ESULTS of drop, hydrostatic 
R and fire tests on aluminum 
truck tanks, made Sept. 5 
at New Kensington, Pa., demon- 
strated the fitness of this mate- 
rial for use in the construction 
of containers for light petro- 
leum products. 


The tests were carried out 
under the direction of the Na- 
tional Fire Protection Associa- 
tion and the American Petro- 
leum Institute, working in col- 
laboration with the engineers of 
the Aluminum Co. of America. 


Representatives of the two 
associations, the Underwriters’ 
Laboratories and of many oil 
and manufacturing companies 
witnessed the tests and subject- 
ed the tanks to careful inspec- 
tion to detect evidence of failure 
or deficiency of the metal used. 


The aluminum truck tanks 
are a comparatively new devel- 
opment and some are now in ac- 
tual use in oil marketing com- 
pany operation. The use of the 
lighter aluminum metal lessons 
the deadweight load on the 
hauling unit and allows more 
gallons to be carried than with 
the steel tanks. 


Drop Test 


The first test in the demon- 
stration was the drop test, made 
in the Aluminum Co.’s machine 
shop at New Kensington. 


An elliptical tank of 150 gal- 
lons capacity was filled with 
water and closed with a steel 
screw plug of the type normal- 
ly used to close tank truck com- 
partments. An 80-foot span, 
50-ton, all-aluminum crane, 
used regularly for handling the 
heavy work of the shop, raised 
the filked compartment nearly 


September 10, 1930 


By Arch L. Foster 


N. P. N. STAFF WRITER 


26 feet above the concrete floor, 
on which had been placed half- 
inch steel plates as impact ma- 
terial. 


The tank dropped with its 
major axis vertical, landing, on 
account of the extra weight of 
the screw plug on one side, 
slightly off the vertical; the 
sides and ends were bulged out- 
ward and the major axis was 
shortened some five or six 
inches, but without any signs of 
leaks in the tank, when inspect- 
ed by officials present. 


A deep fold appeared in the 
lower side, folding a weld seam 
sharply, and starting very slight 
surface cracks in the weld met- 
al, but too shallow to materially 
affect the strength of the weld, 
where the metal had been built 
up in the normal manner to a 
much greater thickness than 
that of the wall or heads of the 
tank. 


HIS tank was raised to the 

prescribed height a second 
time and dropped as before, fur- 
ther shortening the major axis, 
and deepening the folds, with- 
out starting any leaks. 


All the tanks used in these 
tests were of 150-gallon capac- 
ity, approximately 4534 inches 
major axis, 353g inches on the 
minor axis, and 26 inches be- 
tween heads. The shells and 
heads were composed of what is 
termed by the company engi- 
neers 35S, or ‘“‘common’’ alloy, 
containing manganese. Shells 
were 0.156 inches in thickness, 
and heads are 0.204 inches, 
flanged and butt welded to the 
shell. 


In the middle of the shell a 
6-inch I. P. S. half coupling was 
welded, into which was screwed, 
during these tests, an iron fill 


cap, fitted with a metal screen. 
Vent slots were in those used in 
the hydrostatic test made later. 


As the regulation test usual- 
ly employed for such equipment 
is a drop of four feet when 
filled with water, the severity of 
this test apparently gives a 
rather clear idea of the resis- 
tance of the material to split- 
ting under impact while loaded 
with liquid. 


Hydrostatic Test 


In the hydrostatic test a sim- 
ilar tank was stopped with an 
iron fill cap beneath which was 
placed a metal gauze. The 
curved slots in the cap were 
filled with fuse plug metal. Wa- 
ter was pumped into the tank in 
the attempt to split the shell. 
In the first test the distortion of 
the cap opening started a leak 
around the gasket at about 185 
pounds pressure, and at 205 
pounds the plugs blew out of 
the fill cap, without starting 
any split in the shell. The dis- 
tance between heads had _ in- 
creased from 26 inches to about 
36 inches, and seams had as- 
sumed a wavy outline as the 
pressure tended to cause the 
tank to assume a_e spherical 
shape. 

A second tank with plug holes 
stopped by a sheet of metal, was 
subjected to the test. At a pres- 
sure of 210 pounds the shell 
split for a distance of approxi- 
mately 18 inches near the fill 
opening, about one inch from 
and roughly parallel to the head 
seam. 

Such a pressure is of course 
far in excess of any to which a 
tank would be subjected in nor- 
mal service except in case of fire 
or explosion. It is also to be 
noted that the split did not oc- 
cur on a weld, and, although the 
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split passed perpendicularly 
across the shell weld, apparent- 
ly no tendency to follow the 
weld when reached was visible. 


It was estimated by engineers 
present that the stress exerted 
on the shell at the maximum 
pressure obtained was in excess 
of 10,000 pounds per square 
inch. The stress formula for a 
spherical body is Wd = 4Pt, 
where W = in this case the 
pressure in pounds, d — the di- 
ameter in inches, t — the thick- 
ness of the retaining wall, and 
P — the stress. Therefore, tak- 
ing the thickness of the head, t, 
as 0.2 inch, W as 200 pounds, d 

Wd 200x40 
as 40, then P — _ 

4t 4x0.2 
= 10,000, the stress. This is 
probably materially less than 
the actual stress, especially 
near the seams, on account of 
the irregular shape of the tank. 





Fire Test 


The two 150-gallon tanks 
used in the fire test were weld- 
ed together with about 2% 
inches space between, the ad- 
jacent heads serving as a dou- 
ble bulkhead between the con- 
tainers. Each compartment was 
provided with a fusible plug of 
approximately 0.7 square inch 
area, set in the shell and melt- 
ing at about 160 F. One com- 
partment was fitted with two 
3,-inch Wheaton vents in the 
dome cover, the other’ being 
similarly equipped with two °4- 
inch Heil vents. 


A mercury manometer was 
connected by steel tube and a 
section of rubber tubing to each 
compartment, and fastened ona 
board supported by a post some 
25 or 380 feet away, for measur- 
ing the maximum pressure ex- 
erted in the tanks. Six thermo- 
couple connections were welded 
into the outer heads at regular 
intervals along the minor axis, 
and the leads extended to a 
Leeds and Northrup instrument 
placed some 200 feet away, 
where two men recorded tem- 
peratures reached in the tanks 
at each thermocouple at two- 
minute intervals during the 
test. 


The tanks were supported in 
an iron cradle about 40 inches 
from the ground, beneath them 
was placed a sheet iron trough 
about five or six inches deep 
filled with excelsior saturated 
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with 15 gallons of gasoline and 
four gallons of fuel oil before 
starting the test. The entire 
setup was surrounded by a 
screen of sheet iron stated to be 
approximately 56 inches from 
the ground, open at the bottom 
for some 10 to 12 inches, sup- 
ported by angle iron frame. 


An external supply of fuel 
was provided by placing about 
75 gallons of gasoline in a 
drum up the hillside, and a %- 
inch line with hand control and 
check valves near the drum; 
the end of the line was run into 
the trough under the tanks, and 
the fire was fed from the drum 
after the first fuel was exhaust- 
ed. 

Seventy-five gallons of mo- 
tor gasoline was placed in tank 
“A,” and 147 gallons in tank 
“B,” the dome covers and vents 
adjusted, thermocouple and 
manometer connections made 
and the fire started, at 2:05 
P. M. At about 2:10 the vents 
had opened in both tanks, those 
in tank “B” opening slightly 
earlier than in ‘‘A’’, doubtless 
due to the fact that the fairly 
high wind blew diagonally 
across from ‘‘A’’ to ‘“‘B’’, caus- 
ing the latter tank to be exposed 
to the greater temperature. 


Vapors from both tanks ig- 
nited as soon as the vents 
opened, adding to the conflagra- 
tion. Temperature and pres- 
sures readings were made reg- 
ularly, beginning as soon as the 
fire was started. 

After the fuel originally add- 
ed below the tanks was con- 
sumed more gasoline was add- 
ed from the external tank, and 
the fire was kept at a maximum 
until about 2:45 P. M. when it 
was extinguished with a stream 
from a chemical tank brought 
to the scene of the test for that 
purpose. 


The highest temperature rec- 
orded during the test was 908 
F., at No. 12 thermocouple, sit- 
uated at the upper leeward edge 
of the outer head of tank “B,”’ 
across which the flames were 
blown by the wind. 


Inspection of the tanks after 
the test showed one hole on the 
leeward side of the shell in 
“A,” about 11% inches in diam- 
eter where the fusible plug had 
melted. Two irregular holes 
appeared in about the same rel- 
ative position in “B.’’ Other- 
wise the tanks appeared to be in 


good shape, very little distor- 
tion of shape being noticeable. 
Slight bulges on the leeward 
side of the fill openings were 
about the only noticeable me- 
chanical effect. 


This is in some ways rather 
remarkable, especially consid- 
ering the length of time the fire 
was kept up, and the height of 
the flame, which would have 
been 30 feet high or more in 
still air. As stated before a 
fairly brisk wind was blowing 
diagonally across the tanks. 


At the conclusion of the test 
about 8% inches of gasoline re- 
mained in ‘“A,’”’ and some six 
inches in “‘B.’”’ The tanks were 
thorougthly inspected by N. F. 
P. A. and A. P. I. officials, and 
a complete record made of their 
condition. According to the an- 
nouncement made, a complete 
report of the entire series of 
tests and the results obtained, 
will be made as soon as it is 
possible to assemble and cor- 
relate the data. 


This report will include the 
following: 


(a) Complete data on the 
chemical analysis and physical 
properties of the alloy used in 
the construction of the compart- 
ments. 


(b) Complete data on the 
process used in the fabrication 
of the compartments with a de- 
tailed recommendation cover- 
ing the welding procedure. 


(c) Complete narrative ac- 
count of all three tests accom- 
panied by photographs, charts. 
and tables containing data on 


pressures, temperatures, fuel 
supplied. 
(d) <A _ brief summary in 


which shall be stated the con- 
clusions which may be drawn 
and the recommendations which 
may be proposed as the result of 
the tests. 

In addition to the data and 
observations outlined above. 
complete motion picture records 
were made of the tests, and still 
photographs were made show- 
ing the progress and results of 
the tests. 


That the tanks had satisfac- 
torily passed the tests to which 
they were subjected was the 
opinion concurred in by all 
those present who were ques- 
tioned or who expressed an 
opinion. The drop test in partic- 
ular was much more severe than 
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that prescribed previously for 
similar tests on oil containers 
and such equipment, while the 
fire test showed apparently that 
the explosion hazard, in case of 
a truck igniting, is either non- 
existent or very remote, since 
no explosion of any nature oc- 
curred during the carrying out 
of the test. 


Among the representatives of 
different interested organiza- 
tions present were R. M. Cad- 
man, Schedule Rating Office of 
New Jersey, Newark, N. J.; 
W. E. Cooper, Bureau of Ex- 
plosives, New York City; A. C. 
Hutson, National Board of Fire 
Underwriters, New York City; 
C. B. Langdon, Factor Insur- 


ance Association, Hartford. 
Conn.; G. M. McNeil, Associated 
Factory Mutuals, Boston, 
Mass.; and D. V. Stroop, Ameri- 
can Petroleum Institute, New 
York City. About seventy 
others attended the tests rep- 
resenting various oil companies, 
motor manufacturers, and al- 
lied industries. 


Tank Car Station Business Grows 
In Florida, Tax Figures Show 


CLEVELAND, Sept. 8 


ASOLINE gallonage fig- 
ures for Florida as re- 
vealed by tax receipts for 

the 13 months ended with July, 
1930, shows little change in the 
relative positions of the leading 
distributors. 

There has been some shrink- 
age in the gallonage of several 
companies, the percentages of 
business done show, but this has 
been due, it seems from the fig- 
ures to the encroachment of a 
tank car station company, the 
Deming Oil Co. of Miami. 

The Deming Oil Co. started 
from scratch in April, 1930, 
with a total business of 7362 
gallons. In May it increased its 
gallonage to 68.614, in June to 
94,390, and in July to 128,836. 
According to reports, this com- 
panv is planning expansion in- 
cluding a tide water terminal 
with facilities to receive gaso- 
line in barge or tanker lots from 


Gulf refining points, and may 
cut a considerable swath in the 
gasoline business in Florida the 
coming winter which is the best 
gasoline season in the state. 


Shell Petroleum Corp. is an- 
other that has cut into the busi- 
ness of the longer established 
distributors of gasoline in the 
state. Shell entered Florida in 
August, 1929, paying tax on 64,- 
426 gallons that month. July, 
1930, the last month of its first 
year on the Peninsula it paid 
tax for 438,575 gallons. It oc- 
cupied eighth position among 
the distributors as against 
twelfth in the average business 
done in the last six months of 
1929. 

Standard Oil Co. of Kentucky 
is the leading distributor in the 
state, doing between 25 and 30 
per cent of the gasoline busi- 
ness. Less than a decade ago 
the Standard did a preponder- 
ant volume of the gasoline trade 


but in recent years other ma- 
jor companies have cut into the 
Standard’s business. 

Gulf Refining Co. ranks sec- 
ond, with The Texas Co., Sun 
Oil Co., Sinclair Refining Co., 
Pan American Petroleum Corp., 
and Seaboard Oil Co. (Pure) 
ranking inorder. If the gallon- 
age of Orange State Oil Co., Pan 
American distributor in south- 
ern Florida, were added to that 
of Pan American Petroleum 
Corp., the latter’s standing 
would be increased to fourth 
from sixth. 

The best market in Florida 
is Dade county in which Miami 
is situated. Duval county with 
Jacksonville is second, and 
Hillsborough county with Tam- 
pa is third. 

In the fiscal year ended with 
June, 1930, April was the best 
month in point of gallonage 
with February, March and Jan- 
uary ranking as mentioned. 


Barometer of Gasoline Business in Florida, First Seven Months of 1930 


Monthly Per 

Avg. cent 

Last of 

Half Total an. 

1929 Gal. Taxable 
I 1 SOF CURSE... ok cc es 17,188 20,519 
Star idard Oil Co. (Ky.) 4,865 28.31 5,784 
Gulf Refining Co....... 3,472 20.20 4.086 
The : an re 2,766 16.09 3,307 
Sun Oil Co..... 1,443 8.28 1,747 
Sinclair Refining Co..... 1,240 7.22 F522 
Pan American Pet. Corp. 1,079 6.28 1,218 
Seaboard Oil Co....... 972 5.65 1,195 
Orange State Oil Co.. 376 =—- 2.19 567 
Shertl Ol Cece sc occas 371 2.16 377 
Atlantic Refining Co.. 287 =1.67 136 
American Oil Co........ 91 0.53 133 
Shell Petroleum Corp. . 88 0.51 243 
N itional Oil Co. ix 80 0.46 72 
De ming Ow Co... ........ 0 0.00 0 

scambia Oil Co....... 21 0.12 23 
99.67 
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(Thousands of Gallons) 





Per Per Per Per Per Per Per 

cent cent cent cent cent cent cent 

of of of of of of of 
Total Feb. Total March Total April Total May Total June Total July Total 
Gal Taxable Gal. Taxable Gal. Taxable Gal. Taxable Gal. Taxable Gal. Taxable Gal. 

21,936 21,898 21,640 19,683 17,726 16,603 

28.19 6,356 28.97 6,350 29.00 §.568 25.73 5.482 27.85 4,888 27.57 4.572 27.54 
19.91 4,277 19.50 4,250 19.41 4,436 20.50 3,842 19.52 3,631 20.48 3,217 19.37 
16.12 3,461 15.78 3,442 15.71 3,465 16.01 3,096 15.73 2,806 15.83 2,523 15.20 
8.51 1,895 8.63 1,944 8.88 1,976 9.13 1,666 8.46 1,575 8.88 1,342 8.08 
7.47 1,497 6.82 1,534 7.00 1,576 7.28 1,357 6.89 1,210 6.83 1110 6.69 
5.94 1,329 6.06 1,254 ey F 1,282 5.92 1,193. 6.06 1,136 6.41 1,036 6.24 
5.83 1,231 5.61 1,248 5.70 1,290 5.96 1,147 5.83 1,127 6.35 974 5.87 
2.76 783 3.57 804 3.67 725 3.35 516 2.62 1 0.01 366 2.20 
1.84 366 1.66 314 1.44 347 1.60 369 1.87 348 1. 96 372 2.24 
0.66 198 0.90 220 1.01 302 1.40 241 1.22 219 1.23 244 1.47 
0.65 87 0.40 75 0.34 82 0.38 97 ~=0.49 95 0.53 109 (0.66 
1.19 336— 1.53 330—s 1.51 435 2.01 425 2.16 429 2.42 439 2.64 
0.35 74 0.34 72 =«~0.33 83 0.38 94 0.47 96 «60.54 103 0.61 
0.00 0 0.00 0 0.00 7 0.03 65 0.32 94 0.53 129 0.77 
0.11 27) 6 G3 23. —-0..10 24 0.11 29 «0.14 31 0.17 28 0.16 
99 $3 99.9] 99 _&? 99.79 19 63 99.74 99.74 
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New York 


Gas Field 


Will Have Outlet 


ELMIRA, N. Y. 


ONSTRUCTION is proceed- 
C ing rapidly on the 26-mile 
line which will transport 
gas from the new field in Schuy- 
ler county, New York, to lines 
that will serve markets in El- 
mira and Binghamton. The 
Home Gas Co., a subsidiary of 
the Columbia Gas & Electric 
Co., is laying the line. 

The field was discovered and 
developed by the Belmont 
Quadrangle Drilling Corp., 
whose offices are in Bradford, 
Pa. This company is headed 
by Forest Dorn, Bradford dis- 
trict producer. John A. Messer, 
of Bolivar, N. Y., well known 
oil producer, is a vice-president. 
Frank Brewster is vice-presi- 
dent and general manager. 

Mr. Brewster was one time 
with the Hope Natural Gas Co. 
and spent several years as a pe- 
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troleum engineer with the U. 8. 


Bureau of Mines. Raymond 
Brennan, of Bradford, is secre- 
tary-treasurer of the company. 

The company drilled its dis- 
covery well on a_ structure 
worked out by the firm of Tor- 
rey, Fralich & Simmons, of 
Bradford. There are now seven 
producing wells with combined 
open flow of 42 millions feet. 
The largest is a 10%-million 
foot well. 

Gas is found in the Oriskany 
sand, which in most gas areas 
of Pennsylvania and West Vir- 
ginia is found at depths so great 
as to be uneconomic, consider- 
ing the volume obtained. 

In the Schuyler county field, 
which is in Tyrone township, 
near Dundee, the Oriskany is 
found at 2000 to 2100 feet. The 
rock pressure of the seven wells 
averages 730 pounds. 

The gas carries sulfur and the 
Koppers Co. is building for the 


Floating Service Station 








CHICAGO 


HE ‘‘Sinclair,’’ new floating filling station of the Sinclair 

Refining Co. recently launched to offer service to the 
yachts, power boats and hydroplanes located in Chicago 
waters, will carry Aircraft, High Compression and Regular 
Sinclair gasoline as well as Diesel fuel and a complete 
assortment of Sinclair motor oils and kerosene. 


The ship is 54 feet long, has a beam of 14 feet, a draft of 
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5 feet 6 inches and a gross tonnage of 33. It carries 5000 
gallons of gasoline and Diesel fuel in specially built com- 
partment tanks in the hull. Lubricating oils are carried 
above deck in storage tanks and packages. The gasoline 
dispensing equipment consists of four electrically operated 
meter pumps, equipped with specially designed hose reels, 
making is possible to extend the hose 35 feet from the deck 
without any coupling or uncoupling. These pumps permit 
delivering any desired amount of liquid without shutting 
down, as they are of the continuous displacement meter type. 


Belmont Quadrangle company a 
scrubbing plant. The line which 
the Columbia company is build- 
ing is 26 miles long. Nine miles 
of it is 8-inch and the rest 6- 
inch. It will connect with the 
Columbia’s lines which go east 
through Elmira and Bingham- 
ton and thence to a point near 
New York City. 


These lines, four of 6-inch 
size, formerly belonged to the 
New York Transit Co. and car- 
ried millions of barrels of oil 
from the New York and north- 
ern Pennsylvania fields to sea- 
board refineries. 


The Belmont Quadrangle Co. 
is pursuing an exploratory cam- 
paign in other parts of New 
York. It has under lease 200,- 
000 acres on seven structures 
additional to the proven one at 
Dundee. 


Gas Line to Be Extended 


To Pensacola, Fla. 


NEW YORK, Sept. 5—South- 
ern Natural Gas Corp. has an- 
nounced plan to extend its line 
from Mobile, Ala., to Pensacola. 
Fla., 67 miles. The line which 
will be of 12%,-inch welded 
pipe, is to be completed about 
Dec. 1, the company announced 


Gas from the Monroe-Rich- 
land fields is northern Louisi 
ana will be transmitted. 


The line will pass through 10 
miles of swamps southeast of 
Bay Minette, Ala., and cross the 
Tensas and Mobile rivers. 


Peruvian Oil Fields 
Not Harmed 


WASHINGTON, Sept. 3.-— 
American oil properties’ in 
Peru have not been attacked 
or damaged as a result of the 
revolution there as far as the 
Department of State has been 
able to learn. There has been 
no indication that the new gov- 
ernment expects to harrass the 
industry. 


Revolutionary strongholds 
are not far from the three 
Peruvian oil fields. The tlarg- 
est American interest in Peru 
is the International Petroleum 
Co. (Standard of New Jersey) 


NATIONAL PerroteumM News 





<= (8 


a> M 1 





New Jersey Standard Finds Tire Sales 
Please Motorists, Aid Dealers 


CLEVELAND, Sept. 6 
IFTEEN months’ experience 
in automobile tire merchan- 
dising by the Colonial Bea- 
con Oil Co. has proved to the 
parent company, the Standard 
Oil Co. (N. J.), that motorists 
appreciate the tire service and 
that dealers are materially 
helped in tire selling by being 
able to compete more with 
mail order houses, according to 
The Lamp, organ of the New 
Jersey company. 

Retail prices of the Stand- 
ard’s tires are higher than 
those of mail order houses but 
are lower than prices for stand- 
ard brand, first quality tires 
with which the Standard’s tires 
rank in quality. 

Sale of tires has been extend- 
ed into the territories of the 
Standard Oil Co. of New Jersey 
and Standard Oil Co. of Penn- 
sylvania and shortly will be ex- 
tended to the territories of the 
Imperial Oil Co., Standard Oil 
Co. of Louisiana and Humble 
Oil & Refining Co., other sub- 
sidiary and controlled compan- 
ies. 

Sells Own Brand Tires 


The New Jersey company is 
selling its tires, branded ‘‘At- 
las,” under a broad guarantee 
of its own in addition to the 
standard guarantee of the tire 
manufacture as to materials 
and workmanship. The New 
Jersey company’s guarantee 
covers some injuries which may 
be caused by the motorist’s 
carelessness. The Lamp has the 
following to say of the new 
service: 

“After a thorough trial of 
more than a year in the terri- 
tory of the Colonial Beacon Oil 
Co., Inc., and a shorter test by 
the Standard Oil Co. of Penn- 
sylvania, the sale ofeAtlas tires 
and tubes was inaugurated 
early this month at all owned 
and authorized dealer service 
stations of the Standard Oil Co. 
of New Jersey. 

“Preparations are now under 
way to extend the new service 
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through the marketing fields of 
the Imperial Oil Co., Ltd., Hum- 
ble Oil & Refining Co. and 
Standard Oil Co. of Louisiana, 
and actual sales are being con- 
templated by the last named 
subsidiary within a month. 


“In January, 1929, when con- 
trol of the Beacon was acquired 
by the Standard Oil Company 
(N. J.), the former was already 
considering the advisability of 
selling tires and tubes in New 
York and New England on 
much the same basis as other 
subsidiaries today. Although it 
had always been the policy of 
the New Jersey company to con- 
fine sales at its own service sta- 
tions to gasoline and lubricants, 
it was decided that the Beacon 
should proceed with its experi- 
ment. 


Experience of Colonial-Beacon 


“The experience of Colonial 
Beacon over the following 15 
months developed two interest- 
ing facts: 

“First, judging from _ sales 
records and the comments of 
users, that the marketing of 
high grade tires and tubes at 
service stations was a new con- 
venience quite evidently wel- 
comed and appreciated by the 
public. 


“Secondly, that the new prod- 
uct was proving a very definite 
help to the company’s dealers 
in their tire business. 


“In the past, the dealer la- 
bored under an_ appreciable 
handicap in his sales of auto- 
mobile tires because of compe- 
tition from mail order houses 
which he was powerless to 
meet. Naturally, these agen- 
cies, because of the volume of 
their purchases, were in a posi- 
tion to offer tires direct to the 
consumer at lower prices than 
could the dealer. This handi- 
cap the company found itself 
able to lessen considerably. 

“Between them, these two 


factors brought out by the ex- 
perience of Colonial Beacon, 


and later by that of the Penn- 
sylvania company, led other 
subsidiaries of the Standard Oil 
Co. (N. J.) to the conclusion 
that their marketing facilities 
afforded a logical medium for 
the sale of automobile tires and 
tubes, and that the inaugura- 
tion of the new service would 
prove to be an added conveni- 
ence to the motoring public and 
an aid to the dealer. 


“It was no part of the com- 
pany’s purpose to affect the 
price structure of the tire indus- 
try, or force tire business out of 
any of the existing channels of 
distribution, and this is in part 
borne out by its marketing pol- 
icy. The company has endeavy- 
ored to maintain itself in a com- 
petitive position, taking a place 
between the price of standard 
brands of tires, on the one hand, 
and mail order tires on the 
other. 

“It is a well-established prin- 
ciple that the individual deal- 
er’s prosperity is reflected di- 
rectly in the business of the 
company whose products he 
sells, and the inclusion of com- 
mission retail stations as well 
as 100 per cent dealers and 
company owned service sta- 
tions in the tire arrangement is 
intended to give the independ- 
ent dealer handling ‘Standard’ 
products a further legitimate 
advantage to strengthen his 
business. 


Buy Tires Under Contract 


“‘As in the case of Colonial 
Beacon and the Standard Oil 
Co. of Pennsylvania, tires and 
tubes will continue to be sup- 
plied by various leading manu- 
facturers under contracts speci- 
fying quality and construction, 
and will be marketed under the 
brand name, ‘Atlas.’ Further- 
more, in order to assure the 
buyer that the product he is get- 
ting has the full backing of the 
oil company itself, the Stand- 
ard Oil Co. of New Jersey cov- 
ers every tire with its own guar- 
antee. The same is true of 
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other subsidiaries handling the 
product. 

“This guarantee is exception- 
ally broad, covering several 
causes of injury for which the 
motorist himself may be respon- 
sible, and is in addition to the 
regular manufacturer’s war- 
ranty against defective work- 
manship or materials. It ex- 
tends for one year in the case 
of tires for passenger cars, and 
for six months where tires are 
used in commercial service, 
taxicabs and buses excluded. 

“The guarantee includes 
damage from accidents, rim 
cuts, bruises, cuts, blowouts, 
under-inflation, faulty brakes 


or wheel alignment, or any road 
hazards. 

“When damaged under the 
guarantee, the company agrees 
to repair the tire at its own ex- 
pense or, at its option, to re- 
place it with a new one at a cost 
to the buyer of one-twelfth the 
current retail price for each 
month of service which the 
damaged tire has received. In 
the case of commercial vehicles, 
the price is one-sixth for each 
month of use. 

“The Atlas tire itself is a 
heavy-ribbed, deep-cut, black 
tread product built of the best 
quality materials on the recent- 
ly developed ‘center-traction’ 


Sour Crude Storage Tank Cleaning 


On Safety Council Program 


CHICAGO, Sept. 3 

AFETY in oil well drilling, in 

the operation of cracking 
equipment and cleaning of 
tanks, and in truck driving, will 
occupy major positions on the 
program of the petroleum sec- 
tion, National Safety Council, 
when it meets at the William 
Penn Hotel, Pittsburgh, Pa., 
Sept. 29 to Oct. 3. Actual 
dates of the petroleum section 
meetings are Sept. 30, Oct. 1 and 
2, these days being divided re- 
spectively among the producing, 
refining and marketing divi- 
sions of the industry. 

During the section’s produc- 
ing department day, these ad- 
dresses will be delivered: 

“Solving the Pipeline Cas- 
ualty Problem,’’ by A. W. Bree- 
land, safety director, the Lone 
Star Gas Co., Dallas, Tex. 

“Preventing Drilling Acci- 
dents,” by Barton Carter, Safe- 
ty Engineer, southern district, 
producing department, Stand- 
ard Oil Co. of California, Los 
Angeles. 

“Preventing and Fighting Oil 
Field Fires,’ by W. C. Lynch, 
manager, personnel’ depart- 
ment, General Petroleum Corp., 
Los Angeles. 

“Our Goal,’”’ by C. W. Smith, 
safety director, Standard Oil 
Co. (Indiana), Chicago. 

The refining day program fol- 
lows: 

“The Executive’s Opportunity 
in Accident Prevention,’ by E. 
M. Lyons, president, Tiona Re- 


og 


fining Co., Philadelphia, and 
president, National Petroleum 
Association. 

“Safe Operation of Cracking 
Equipment” by E. M. Matson, 
safety engineer, Universal Oil 
Products Co., Chicago. 

“The Business of Cleaning 
‘Sour Crude’ Storage Tanks,” 
by R. B. Roaper, safety direc- 
tor, Humble Oil & Refining Co., 
Houston. 

Another address with speaker 
to be announced later will ap- 
pear on the refining division 
program and officers will be 
elected. 

Up to Aug. 25 only one speak- 
er had been announced for the 
marketing division program. He 
is Leopold F. Adamiak, mining 
engineer, Polish Bureau of 
Mines, who will talk on “‘Inves- 
tigation of Petroleum Industry 
Accidents by the Polish Bureau 
of Mines.”’ 

Other addresses announced 
for this division are: 

“Precautions in Fueling Air- 
craft;’’ “Safety at the Lifts and 
Pits;’’ and ‘“‘Safe Sales Truck 
Driving.”’ 

The most complete safety ex- 
hibit ever assembled will oc- 
cupy two entire floors of the 
hotel, T. A. Burke, director of 
publicity for the Council, an- 
nounces. It will include special 
exhibits of protective clothing 
for various health and explosive 
hazards of the industry and 
will include protective equip- 
ment against vapors. 


principle of balloon tire con- 
struction. It is designed in 
such a way that the tread holds 
the pavement even harder than 
the brake bands grip the drums, 
so that the possibility of brakes 
locking and the car skidding, 
even on wet streets, becomes 
greatly minimized.” 

A comparison of prices of 
Standard’s Atlas tire with 
Sears-Roebuck’s Allstate and 
Montgomery Ward’s Riverside 
brands shows Atlas to sell from 
52 cents to $3.15 higher. 


Prices on six representative 
sizes of Atlas tires compared 
with the mail order’ house 
brands are given below. The 
mail order house prices were 
taken from the fall and winter 
catalogs: 


Standard Sears- Montgom- 


Oil Roebuck ery Ward 
Size Atlas Allstate Riverside 
29x4.40 mer $6.80 $ 5.65 $ 5.65 
BORE5O sc .cccsesse 7.85 6.48 6.49 
ZOKG.GO . focseccase 12.05 10.25 10.25 
32x6.00 (6-ply) 
16.60 13.45 13.45 
30x31 (over- 
IMO): cacivccscvis DOO 4.98 4.98 


Competition with mail order 
house tires is credited with be- 
ing the aim of the Standard of 
New Jersey in entering the tire 
business. Garages and small 
tire dealers have felt the pinch 
of mail order house competition 
on tire prices. The service sta- 
tion is a better method of dis- 
tribution than the mail order 
house, so Standard officials are 
reported to have considered. 

In Canada Imperial Oil, Ltd.. 
a New Jersey subsidiary, has 
been building large stations. 
with enclosed lubrication facil- 
ities and other departments for 
one-stop service. Where these 
stations are operated by Im- 
perial only petroleum products 
are sold. Where the stations 
are leased the operator may 
handle what other lines’ he 
deems advisable. 

But the operator’s contract 
reads that he must purchase 
from Imperial that part of his 
stock handled by the company. 
Thus the operator’s contract at 
present provides that he buy pe- 
troleum products from Imperi- 
al, and other merchandise 
where he desires. If Imperial 
should take on the Atlas tire 
the operators would have to 
drop present brands to take on 
this tire. 

F. H. Bedford, Jr., is presi- 
dent of Atlas Supply Co. and a 
director of Standard of New 
Jersey. 
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Halved in Oklahoma City Pool 


TULSA, Sept. 6 

HERE are many indications 

of decline at Oklahoma City 

though big wells continue 

to be brought in. Rock pres- 

sures and initials are down to 

half their former figures, and 

water showings in unexpected 

places have served to reduce 
predictions for the pool. 


The _ discovery well was 
drilled in late in December, 
1928 but other completions did 
not follow until June of 1929. 
Deep drilling was comparative- 
ly new in the Mid-Continent and 
six months were required to 
drill the 6500 foot holes. By 
the end of the year only 59 wells 
were in. Drilling time however, 
had been reduced to 60 days, 
and during 1930 up to Aug. 10 
a total of 369 wells were 
brought in. There were 301 
others in the drilling stage on 
that date. 

Such a drilling program is 
bound to have its effect on any 
area. .At Oklahoma City it is 
proving little short of disaster. 
The above applies to the expect- 
ed financial return as well as to 
the ultimate yield. Only dur- 
ing the early months were the 
wells of the pool allowed to pro- 
duce daily. Proration on a time 
schedule went into effect in Sep- 
tember, 1929 and since that 
time few wells have averaged 
two flow periods per month. 


This proration program also 
called for a 65-day shut-down 
of a well following its comple- 
tion. To the operator on the 
edge of the producing area, this 
one restriction meant, in sever- 
al cases, the difference between 
a good profit and breaking even. 
Discovery rights in what might 
have been deemed wildcat ter- 
ritory, were done away with. 

Offset wells were ready to 
come in before the original well 
had had much more than a 24 
hour test. This meant that the 
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wildcatter was forced to sacri- 
fice a goodly portion of his 
early rock pressure. Almost in- 
variably, when he opened his 
well he found that his initial 
had been cut several thousand 
barrels. 


The direct result of the above 
rapid drilling, intermittent pro- 
duction, etc., was the wide open 
flowing of the wells during 
their allowed production peri- 
ods. There were some attempts 
at back pressure to hold a rea- 
sonable gas-oil ratio, but most 
of them were but partially suc- 
cessful. It is a difficult matter 
to hold a normal ratio on cas- 
ing even with flow beans. This 
is especially true where large 
volumes of formation gas are 
handled and the rock pressures 
are high. 


Under these conditions the 
gas will come through in slugs 
without carrying oil with it, and 





production engineers 


recom- 
mend that such wells be pro- 


duced through tubing. This 
method might reduce the daily 
gauge but it is believed that it 
increases the ultimate recov- 
ery. 

There seems to have been lit- 
tle incentive to tube and bean 
the wells. Whether the time 
proration schedule was respon- 
sible for this is difficult to 
prove, but the fact remains that 
it was not done and the rapid 
drilling continued. Tangible re- 
sults of the swift development 
are now very apparent. 


The original rock pressure 
over the area was around 2200 
pounds. Many of the new wells 
on the north and west have that 
pressure initially at the present 
time, but the drop in the older 
wells is impressive. A number 
of the latter are dead and many 
of the others, especially on the 




















An illustration of close drilling in the town lot area of Oklahoma City. 
So close, in fact, that the mud put down in one came up in the other when 
the wells had reached a depth of 4600 feet 








Average rock pressures of 359 wells in the Oklahoma City 


Pool as of August 10, 1930. 


They are given by quarter section 


and can be placed on a map reference for convenience. 


SE 14 NE4 SW 144 NW 14 
No. No. No. No. 
Average Wells Average Wells Average Wells Average Wells 
R.P. Gauged R.P. Gauged R.P. Gauged R.P. Gauged 
ES | res ae ee 1831 13 1600 7 
2-11-3 1420 6 1280 1 1750 2 925 2 
12-11-3 600 3 1750 3 1692 5 1019 14 
11-11-3 1450 4 1287 ee a ot esas 
10-11-3 1900 : eer eis’  deeeebeee cake, vlexeupataee ces 
18-11-2 300 rr ice 945 8 1717 3 
13-11-3 1005 14 1105 13 1393 10 1445 5 
14-11-3 1326 10 1400 By | “ventsess Rode 1320 4 
19-11-2 1054 © 8 1600 1 1540 10 1455 9 
24-11-3 1500 ai 996 11 987 8 1277 9 
23-11-3 1214 7 1760 BD  deceeensy Sse | heamanels shes 
1 bp Snr eee Boe” | iwappeeee ee 450 eC Cmeenaunte ; 
30-11-2 671 10 654 7 637 10 1112 12 
25-11-3 1134 9 1174 8 1459 4 1081 4 
eS | eer kivit.  .qpieeReeks 1600 Z 1150 4 
31-11-2 1289 14 967 16 1150 7 1272 bh | 
36-11-3 475 3 978 BG. eecees ols 1435 4 
6-10-22 ge nweeeee 808 >) , wbepetens Rébenaaeeeaee 
No. Average 

Summary Wells R. P. 

SRNR coisas cnecnasubanus esaeareatoaers 221 1256 

DA IIS asicesessinia ses sacnsseceeesess 138 1135 

NE ced ts cccte inthe es 359 1206 


south end, are down to 500 
pounds or less. 

Considering the fact that few 
of the wells have had more than 
a total of 20 producing days 
since their completion, the pres- 
ent rock pressures are some- 
thing of a shock. That is, they 
might well be to the individual 
producer. For the field as a 
whole it is not unexpected, all 
things considered. The Garber 
pool went even faster for it was 
not hampered by restrictions in 
any way similar to those at Ok- 
lahoma City. 

Proration in the latter pool, 
even with the intermittent flow 
schedule, has probably helped 
to delay the decline. Had there 
been no restrictions, it is quite 
likely that the field’s present 
estimated potential of some- 
thing like 1,500,000 barrels 
would be just a myth. As it is 
now, the regulatory measures 
may not be contributing to the 
ultimate yield, but they are pre- 
venting 50 cent oil. 


In the accompanying table 
are shown the rock pressures 
taken during the first week of 
August this year. The figures 
are averages by quarter sec- 
tions and were compiled from 
individual gauges obtained 
from reliable sources. 


If the age of the pool is con- 
sidered, that is, the year and a 
half since its discovery, the fig- 


80 


ures given are not so out of 
proportion. However, it must 
be borne in mind that of the 
359 wells listed, 299 were com- 
pleted in the first seven months 
of 1930. In that time most of 
the damage was done and the 
average rock pressure over the 
field were reduced to within 150 
pounds of half the original. 


The same is true of the ini- 
tials. The first 30 wells drilled 
in the field averaged 9357 bar- 
rels on their first gauge, while 
the last 30, in the month of Au- 
gust, averaged only 5743 bar- 
rels. The last figure may be 
considered high for it is based 
on hourly rate of flow rather 
than actual 24 hour tests. 


One of the most striking 
things brought out in the com- 
pilation of rock pressures is the 
comparison between the lime 
and sand wells. For the latter 
the average pressure per well is 
only a little over 100 pounds 
higher than that of the former. 
This is rather surprising since 
most of the lime wells are now 
comparatively small producers, 
and several are dead. If more 
figures had been available on 
the sand area of the north and 
west, the difference might be 
considerably greater. 


In both of these areas there 
has been a large number of 
completions since the rock pres- 
sure survey was made. Most of 


the new wells have had the 
original high pressures initial- 
ly. In the meantime, the pres- 
sures on the south end have 
been going down. It is now 
estimated that the figures given 
herewith for this region are 
about 20 per cent higher than 
the wells will gauge. If this is 
true, then the gas lift and 
pumping production stage can- 
not be far away. 


The difference between the 
rock pressure averages of ad- 
joining quarter sections is al- 
most as great as between off- 
setting wells. Both may be ex- 
plained by the character of the 
pay horizon and the porosity, 
though position on the struc- 
ture and age of wells may also 
be factors. The term “sand 
well” applies to all wells bot- 
tomed in the Simpson forma- 
tion. It is not however, suffi- 
ciently explanatory. 


There are a number of divi- 
sions in this formation and no 
two of them have the same pro- 
duction possibilities. The 
Stamper lime, which lies imme- 
diately above the Arbuckle or 
“Siliceous” lime, is the lowest 
member. Its lack of uniform 
thickness suggests an uncon- 
formity and probably accounts 
for the difference in production 
and rock pressure between in- 
dividual wells on the edge of 
the lime production. 


The Hoopes or Kinter sand, 
in which the water was found 
on the north end, is next in the 
section. It contains some dolo- 
mite, is more or less erratic, 
and explains some of the differ- 
ences between sections where 
the structure flattens on the 
north. 


The next producing horizon 
above the Kinter is the School 
Land sand, which is sandwiched 
in between two mixed zones 
where very little production is 
found. Like the Wilcox, imme- 
diately above, it is a fairly con- 
sistent sand though its porosity 
accounts for the quick decline 
of the rock pressures. 


With reasonable care and 
continued restrictions, there is 
still a considerable period of 
flush production yet to come at 
Oklahoma City. Without that 
care however, it is predicted 
that production by artificial 
means will come much sooner 
than necessary. 
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Review of Late Production News 
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Daily Average Crude Oil Production and Imports Based on Current Reports of American Petroleum Institute 


RODUCTION declined in al- 

most all districts the week 
ended Sept. 6 when daily aver- 
age for the country totaled 2,- 
437,050 barrels, a decrease of 
24,300 barrels under the pre- 
vious week. Oklahoma was off 
9200 barrels and Texas fields, 
outside of Gulf Coast, were off 
13,300 barrels. 


Texas, New Mexico, 


Louisiana 


OUTHERN Crude Oil Pur- 

chasing Co.’s No. 1 Cowden 
wildeat, Sec. 26, Block 43 north- 
ern Ector county, has opened 
another Permian salt basin oil 
field in West Texas. It is flowing 
35 to 40 barrel heads at 4071 
feet and is estimated good for 
300 to 400 barrels, initial pro- 
duction, as it stands. Gas vol- 
ume is estimated at 1,000,000 
cubie feet daily. 


The well is inside a 7-section 
block owned by Southern Crude, 
Which is stock controlled by 
Standard of Indiana through 
Pan American Petroleum & 
Transport Co., of which it is a 
full subsidiary. Two sections 
adjoining the discovery section 
on the east-southeast are under 
lease to other companies. 
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Current production in this coun- 
try by pools is found on page 73 











Oklahoma, Kansas 


ID-CONTINENT operators 

were more concerned dur- 
ing the week with the outcome 
of a suit in Oklahoma supreme 
court than with field develop- 
ment. This suit, brought by a 
stock promoter, seeks to set 
aside the state laws’ under 
which the _ state corporation 
commission has issued orders 
on proration. Hearing was set 
by the court for Sept. 9 and it 
probably will be a month before 
opinion is rendered. 

In the Seminole district an- 
other pool was about to be 
brought in at the close of the 
week. The test of the Amerada 
Petroleum Corp. and Dixie Oil 
Co. more than a half mile north- 
west of the Carr City pool was 
standing with 2500 feet of oil 
in the hole. 


California 


UPERIOR Oil Co. brought in 

its North Dome outpost in the 
Kettleman Hills to extend the 
area’s productive limits three 
miles to the northwest. Bot- 
tomed at 8323 feet the flow was 
estimated as more than 5000 


barrels daily. Analysis of the 
oil indicated a much lower grav- 
ity than that from previous 
completions. The project is on 
fee land and will continue to 
produce when arrangements 
have been made to handle the 
production. 


The State’s largest gusher in 
many years was obtained by 
the Barnsdall-Rio Grande in- 
terest in an ocean permit off- 
shore from Elwood. At latest 
reports the well was making 
nearly 13,000 barrels daily on 
an open flow test. Following 
this period of unrestrained flow 
the well will be prorated in ac- 
cord with the state-wide cur- 
tailment prog:am. 


Rocky Mountains 


HIO Oil Co’s. second well on 
Dry Creek structure, east 
of the town of Red Lodge, 
Mont. drilled through the gas- 
producing sand into oil produc- 
tion in the Dakota series at 5515 
feet. The well is flowing by 
heads and the crude has a grav- 
ity of 38 to 40 A. P. I. 
Midwest Refining Co. is de- 
layed in the completion of its 
discovery well on Midway dome, 
north of Casper 12 miles, by 
tubing trouble. The well will 
be put on a ten-day production 
test. 





U. S. Crude Runs and Gasoline Stocks as Reported Weekly by A. P. I. 
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Gasoline Shipments Drop Sharply 
By Telegraph rels, due to the decrease in whole country. Central states. 
NEW YORK, Sept. 9 shipments. Rocky Mountain and Louisi- 
MENTS f li Crude runs for the week were ana-Arkansas plants also cut 
HIPME fi " ae co at the lowest point in the year, stocks. The California stock cut 
en ee aia gpm dropping well below the level totaled 216,000 barrels. 
sharply in the first wee reached the middle of last Feb- The largest addition to stor- 


of September, according to re- 
ports gathered by the Ameri- 
can Petroleum Institute, in all 
parts of the country except the 
middle west. 


In spite of a reduction of 76,- 
700 barrels daily average in 
crude runs to stills, stocks of 
gasoline at repor ing refineries 
were reduced only 242,000 bar- 


ruary. Refiners utilized only 67 
per cent of their still capacity, 
as compared with 69.2 per cent 
in the last week of August. 

In the middle west and Cali- 
fornia gasoline stocks were re- 
duced = satisfactorily. Okla- 
homa-Kansas refiners alone cut 
their stocks 249,000 barrels, 
more than the reduction in the 


age was made on the Gulf Coast 
of Texas where 390,000 barrels 
were added in spite of a 14,200- 
barrel crude run cut. East 
Coast gasoline stocks increased 
192,000 barrels in the face of a 
cut in crude runs of 16,700 bar- 
rels daily average. 

Fuel and gas oil stocks in- 
creased 668,000 barrels. 





Current Refinery Operations 


Stocks 








Per Cent Daily Average Crude Per Cent of Reporting (Thousands of Barrels) 
Districts Capacity to Stills (Barrels) Capacity fw oe Gas & Gas & 
Reporting Week Ended Week Ended Gasoline Gasoline Fuel Oi} Fuel Oi! 
Sept. 6 Aug. 30 Sept. 6 Aug. 30 Sept. 6 Aug. 30 Sept. 6 Aug. 30 
Fast Coast... cies 100.0 483,099 499,700 79.4 82.1 5,996 5,714 11,959 10,772 
Appalachian........ 91.8 71,400 86,699 69.7 73.6 1,188 1,217 1,065 1,033 
Cc Oe (LES 4 99.6 276,400 287,400 12,3 75.4 5,881 6,949 4,409 4,413 
Okla., Kans., Mo. 89.3 249,300 248,900 69.4 60.3 2,691 2,940 4,896 4,898 
ee eee ae Serer ‘ 90.4 519,099 542,400 4238 76.1 6,025 5,659 10,199 10,185 
COR eee ae : 96.8 161,490 174,400 61.6 66.6 fi 1,234 2,036 1,945 
Rocky Mountain.... 93.6 50,200 53,400 36.0 38.3 1,969 2,054 1,183 1,208 
Californias... ss c0c.s 99.3 551,700 546,300 61.9 61.3 13,722 13,938 105,572 105, 297 _ 
ea eee 95.6 2,362,400 2,439,100 67.0 69.2 38,573 38,815 140,339 139,662 
Texas (Gulf Coast)... 100.0 394,900 409,100 75.0 Lied 4,759 5,369 7,319 7,292 
La.(Gulf Coast).... 100.0 119,400 122,400 80.9 83.0 892 916 1,314 1,214 
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Traffic Laws, Truck Design, Discussed 
By A.P.I. Motor Transport Group 


TULSA, Sept. 7 

HAT does the future 

hold in the way of leg- 

islation governing 

truck sizes, length of trailer 

trains and load weights? Will 

it tend to restrict the present 

average of 96 inches overall 

width, or will it allow an in- 

erease to the 102 inches, or 

more, that some manufacturers 
believe is necessary. 

These, and similar’ topics, 
such as designing difficulties, 
and conflicting state laws in 
neighboring states, were sub- 
jects for discussion during the 
three-day fall meeting of the 
Motor Transport Division, Cen- 
tral Group, of the American 
Petroleum Institute. 

The principal conflict between 
the trucking needs of the oil in- 
dustry and the state laws is due 
to weight per axle, and over-all 
widths. The marketing side of 
the industry, whose problem is 
more truly one of transporta- 
tion, finds itself brought up 
against the regulations control- 
ling the number of trailers, and 
the length of trailer trains. The 
discussion the second day was 
confined principally to the lat- 
ter question. 

Public opinion is fast consoli- 
dating in opposition to the over- 
sized truck and bus, according 
to the opinions most frequent- 
ly heard at the meeting. Aside 
from any possible hazard to the 
public safety that these vehicles 
might occasion, it was stated 
that a man had only to drive a 
few miles behind such a vehicle 
to become a rapid convert to 
legislation that would prohibit 
their appearance on the roads. 

Designing difficulties experi- 
enced by manufacturers’ in 
building trucks that would meet 
the requirements of the indus- 
try, and at the same time stay 
Within legal width limits were 
discussed by truck company re- 
presentatives. The present 
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jumbled condition of state 
laws, it was said, made it neces- 
sary to design a great many 
different models, with an eye 
to producing a truck suitable 
for use in various sections of the 
country. 

Typical of the wide differ- 
ences in state laws which make 
interstate hauling difficult, are 
the width laws, as shown by the 
following table, that are in ef- 
fect in the 48 states. 


Number of Maximum overall 


States width 

5 No laws 

| 84 inches 

6 90 inches 

l 93 inches 

34 96 inches 

2 102 inches 
The Hoover Code, for uni- 
form state traffic legislation, 


promulgated by the Department 
of Commerce, urges 96 inches 
as the maximum overall width 
to be permitted. 

The truck designer gets into 
difficulties when he has to de- 
sign his trucks with enough 
road clearance to meet oil field 
conditions, that are at the same 
time wide enough and strong 











enough to carry the loads. The 
conflict between the trucking 
needs and what the public feels 
are its rights in the matter is 
one in which there can be no 
possible doubt as to the out- 
come, it was pointed out. 

Future policy, according to 
those representing truck users 
and truck manufacturers, 
should be to design the best 
trucks possible under existing 
conditions, rather than to plan 
on getting more liberal terms 
from the public. 

Until recently truck design- 
ing began with the frame, with 
the springs, axles, and wheels 
added as afterthoughts, it was 
said. Present experience has 
shown, however, that the most 
satisfactory results can be ob- 
tained by beginning with the 
wheels, and going on from 
there. In other words, if the 
truck is to carry dual rear 
wheels, equipped with balloon 
tires, it is better to begin there, 
and then make the allowances 
necessary for clearance _ be- 


tween tires and springs, and 
spring and frame. 
In general, most of the oil 


company representatives ex- 











Ss. C. Phillips, Sinclair Oil & Gas Co., vice chairman in charge of production 

of the central group, Motor Transport Division of the American Petroleum 

Institute; D. V. Stroop, national secretary of the Motor Transport unit of 

the A.P.I.; C. H. McBurney, Transcontinental Oil Co., chairman of the 
central group of the Motor Transport unit of the A.P.I. 
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pressed themselves as being 
converts to the balloon tires on 
their trucks. Trucks equipped 
with dual wheels, running on 
balloon tires, had not been used 
long enough for complete data 
to be available, but it was felt 
that in most cases, this type of 
equipment would work out 
satisfactorily, both in the pro- 
duction and marketing truck- 
ing requirements of the indus- 
try. 

A great deal, of difficulty 
was recorded as having been 
experienced by those attempt- 
ing to convert a truck designed 
to operate on solid, or high 
pressure tires to the balloon 
type of equipment. Clearances 
between the inside edge of the 
tires and the springs generally 
prove to be inadequate, partic- 
ularly so when it becomes nec- 
essary to put on skid chains. 


Many of those in charge of 
the transportation departments 
of the various oil companies rep- 
resented said that they had had 
but little luck converting trucks 
designed with solid tires to 
pneumatics. The pneumatics 
will not stand the strain of 
overload as will the solids, and 
as the truck itself had been de- 
signed especially heavy to with- 
stand the shock of running on 
solid tires, even an empty truck 
was dangerously close to over- 
loading the air filled tires. 

It is with trailer trains, car- 
rying thousands of gallons of 
gasoline to bulk stations, that 
the marketing division of the 
industry feels most keenly the 
restrictions placed on such ve- 
hicles. The following table 
shows the number of states 
whose laws agree as to the pro- 
per length of single vehicles, 
and of trailer trains. 


Maximum Length for 


Number of Single 


impact, 


rather than dead 
weight. Pneumatic tires, and 
the properly engineered placing 
of the axles, it was said, has 
done much to save wear on the 
roads by the heavy type of 
truck. 

In this connection, it was 
pointed out that it has become 
necessary to get away from us- 
ing the pay load capacity of a 
truck as a rating for size. Gross 
weight rating has become much 
more popular of late. It was 
also mentioned that horsepower 
rating may soon become a thing 
of the past, with the cross bar 
pull,or push from the engine to 
the driving wheels being used 
instead. 

The use of aluminum in body 
and frame construction came in 
tor considerable discussion. The 
construction of all aluminum 
frames and bodies is still in the 
experimental stages, although 
several manufacturing com- 
panies are soliciting business 
for this type of construction. 
Considerable saving in dead 
weight, amounting to some 40 
per cent, can be effected it is 
said. The bodies can not be 
built gage for gage with steel, 
requiring about 40 per cent 
more thickness for the required 
strength. 


Some of the oil companies 
represented had had experience 
with aluminum bodies, in both 
field and marketing service. In 
general, it was found that wood 
floors were necessary to with- 
stand the abuse to which it was 
necessary to subject the field 
trucks. In handling barreled 
goods for the marketing divi- 
sions, the aluminum bodies 
were reported as having given 
good service. 

When the question of stand- 


Maximum Length. 


Number of for 





States Vehicles States Combinations 

7 des No Laws Governing 22 No laws 

y 2 28 feet 1 40 feet 

9 30 feet 1 50 feet 

11 33 feet 5 60 feet 

2 35 feet 2 65 feet 

2 40 feet 1 75 feet 
Hoover Code recommends ardization of truck bodies came 
33 feet. up, two schools of thought de- 


Some states allow only 
one trailer. 


It was brought out during the 
discussion that the main de- 
struction caused to roads by ve- 
hicular traffic was the result of 
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veloped. One was of the opin- 
ion, that by standardizing the 
truck body lengths, from the 
back of the cab to the end of the 
frame, a saving could be ef- 
fected by putting a body that 
had outlived the truck on a new 


chassis. Others were Or tw 
opinion that the increased 
trade-in value of the complete 
unit more than offset any sal- 
vage value that the old bodies 
might have. 


Insufficient time having 
elapsed since the motor trans- 
port division was organized for 
the codification of any recom- 
mended drivers manual, either 
in the handling of the vehicle, 
or the loading of the material, 
it was voted to appoint a com- 
mittee to prepare on these sub- 
jects. The paper is to be dis. 
tributed to the eastern and Pa- 
cific groups for consideration, 
with the end in view of drawing 
up a uniform code covering 
these subjects. 


Technical Forum Planned 
For Oil Exposition 


TULSA, Sept. 3.—An _ open 
forum for the discussion of 
technical difficulties in all 
branches of the Oil Industry is 
to be a part of the work di- 
rected by the Scientific Com- 


mittee of the International 
Petroleum Exposition during 
the coming oil show. Ques- 


tions submitted will be studied 
by experts in the various 
branches, the answers being 
the considered opinion of the 
best scientific and technical 
minds available. 


The members of the Scien- 
tific Committee have but 
recently been chosen. They 
are: W. A. Schluter, Refinery 
Supply Co., general chairman; 
Frank B. Long, Oklahoma 
Natural Gas Corp., sub-chair- 
man for natural gas; Emby 
Kay, Skelly Oil Co., sub-chair- 
man for natural! gasoline; C. F. 
Comstock, Pure Oil Co., sub- 
chairman for production; J. M. 
Wadsworth, Independent Oil & 
Gas Co., sub-chairman for 
refining; W. G. Heltzel, Sinclair 
Pipeline Co., sub-chairman for 
transportation. 


Every piece of apparatus 
used in making the American 
Society for Testing Materials 
and the American Petroleum 
Institute tests and analyses of 
petroleum and petroleum prod- 
ucts will be on display at the 
Exposition, it has been an- 
nounced. 
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Blowout Prevention Work Important 
Drilling Committee Finds 


Staff Special 

HOUSTON, Sept. 6 

MPLE opportunity exists 

for improvement of 

blowout prevention 

equipment and methods, accord- 

ing to the drilling practice com- 

mittee of the southwestern dis- 

trict, American Petroleum In- 
stitute division of production. 

Summarizing, the committee 

sets forth main principles to be 

followed: 


(1)—Selection and installa- 
tion of suitable blowout pre- 
vention equipment, capable of 
withstanding pressures that 
may be expected in a_ given 
area. 

(2)—Ability of equipment so 
selected to function immediate- 
ly in an emergency, because 
every blowout is an emergency. 

(3)—Proper training of per- 
sonnel in operation and appli- 
cation of equipment so that it 
may be effective on instant no- 
tice. 

(4)—Proper selection, man- 
ufacture and control of weights 
of drilling mud. 


The Texas district sub-com- 
mittee composed of C. W. Al- 
corn, chairman, J. S. Abercrom- 
bie, W. D. Brookover, H. B. 
Hurley, J. I. Roberts, T. S. 
Schroeder, Melbert Schwarz, 
W. C. Thomas and A. H. Wey- 
land, recommended that study 
of blowout prevention is worthy 
of more detailed treatment than 
could be accorded the subject in 
its report to the Galveston meet- 
ing of the A. P. I. production 
group. 

“Blowouts,’’ the committee 
said, ‘‘cost the oil business many 
thousands of dollars each year 
for physical expenditures alone, 
much oil and gas is wasted, and 
the danger to workmen on wells 
from this cause is great. 

“It will naturally seem to 
many that to discuss this sub- 
ject is superfluous, because the 
expense, waste and danger oc- 
casioned by blowouts in drilling 
is well known to everyone in the 
business, 
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“To illustrate, however . 
it was found necessary for the 
Corporation Commission of Ok- 
lahoma to pass a ruling that all 
companies and contractors in 
the Oklahoma City field must 
equip their wells to prevent 
blowouts. Until that time only 
a few wells in the entire Okla- 
homa City field had used master 
drilling gates and blowout pre- 
venters.”’ 

The committee pointed out 
that in some parts of the coun- 
try thick beds of clay and shale 
are drilled through and a suf- 
ficient quantity of good mud is 
made for the drilling of a well. 
In other areas it is necessary to 
manufacture drilling mud for 
the hole from clay. This is nec- 
essary in almost every West 
Texas field. 

Some holes make large quan- 
tities of mud, the committee 
said, but of such weight and 
quality that it is of little value 
in holding down pressures or 
walling up the hole. In these 
cases it may be just as neces- 
sary that proper mud be man- 
ufactured as in areas where lit- 


tle mud is made from forma- 
tions drilled. 

Continuing, the committee 
said: 

“There is considerable _ dif- 


ference in clays from. which 
mud can be manufactured as 
to weight and purity. The best 
clay for drilling mud (if differ- 
ent grades are available) is that 
which has the greatest weight 
per cubic foot, when finally 
ground and perfectly dry, free 
from sand and voids. 

“Ten and 12 per cent sand 
cannot be detected in some 
clays except in laboratory test. 
Mud with high sand content is 
objectionable because of abra- 


sive effect on equipment and 
because that weight is mud 


made up by sand is not effec- 
tive in holding down heavy 
pressures. 

“It is common knowledge that 
mud can be too plastic in drill- 
ing through gas horizons. Thick, 


plastic mud is much more sus- 
ceptible to gas cutting than thin 
mud. When the_ condition 
arises where mud must be 
heavy to hold down gas then ad- 
mixtures, commonly referred to 
as ‘mud-heaviers’, must be used, 


“These admixtures are usu- 
ally mixed with ordinary mud 
in the proportions required to 
maintain certain weights and 
remain sufficiently fluid. In 
many cases it may be found ad- 
visable to use drilling fluid 
manufactured exclusively of 
such admixtures and water. 


“In the Hobbs field, Lea 
county, New Mexico, where 
pressures of 1400 pounds are 
encountered at 2800 feet, it has 
been found advisable in some 
wells to resort to this practice 
It is questionable that this prac- 
tice is necessary in Hobbs field, 
but it is one way of ‘playing 
safe.’ Usual practice at Hobbs 
is to maintain circulating fluid 
weighing 14 to 15 pounds per 
gallon while drilling through 
the heavy gas horizons. 


“It is very important in add- 
ing admixtures with mud that 
the mixing be thoroughly done 
A popular mixing method is 
with the jet hopper system, us- 
ing mud in the pit as jetting 
fluid. After the necessary quan- 
tity of admixture is added to 
mud in the pit the fluid should 
be thoroughly circulated with 
a hose, samples then should be 
taken for weight from various 
parts of the pit to insure a thor- 
ough mix has been made. 


“Some operators prefer mix- 
ing mud and admixtures by 
cooking with steam in wooden 
boxes. General opinion is that 
this practice is injurious to the 
mud. . 

“There are several chemicals 
manufactured which, when 
mixed with drilling fluids, tend 
to reduce the film tension on gas 
bubbles in mud, causing the gas 
to break out in pits and ditch. 
Considerable of this type chemi- 
cal is being used at Hobbs. In 
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Developing Business 


by Telephoning customers from Key Towns 


Tue Key Town Plan of telephoning is so 
(lexible that it will fit practically any sales 
program. A building materials company 
needs to keep in close touch with customers 
over a wide area in four Western states. Its 
salesmen visit certain key cities in person 
and telephone those nearby. In this way, 
they can contact each customer more fre- 
quently and at less expense. Learn before- 
hand of new building projects. Handle 
orders more promptly. Communicate 
with the home office on new developments 


accurately and without delay. 


A rubber footwear company co-ordinates 
its Key Town activities with the weather. 
Representatives maintain close contact with 
customers regularly in person. Then when 
stormy weather breaks, they immediately 
telephone, using Sequence Calling Lists to 
put the calls through in quick succession. 
The result is a rush of orders. 

The Key Town Plan can be custom-fitted 
co your business. The local Bell Business 
Office will gladly have a_ representative 
show you how it will build business and 
cut selling costs. Telephoning is inexpen- 
sive. Typical station-to-station day rates: 
Philadelphia to New York, soc. Chicago 
to Seattle, $6.50. Atlanta to St. Louis, 
$1.95. For all inter-city business, the tele 


phone is Quick . . . Effective . . . Convenient 
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some quarters this method is 
thought well of, in others there 
is doubt of its value. Only time 
and experience can provide an 
answer.” 


After mentioning numerous 


makes and types of blowout 
preventers, the committee re- 
ferred to importance of locat- 
ing controls on manually oper- 
ated equipment. Remote control 
was favored. This can be ar- 


ranged by extending the con- 
trol shaft of rams approximate- 
ly 60 feet from the preventer 
with 3-inch pipe, using univer- 
sal joint for connecting with 
control shaft. 


Okla. City Completions Are Bunched: 


New Pool in Seminole County 


TULSA, Sept. 6 


IELD developments during 
Fis: past week were obscured 

by the greater issue of pro- 
ration and the price cut that is 
threatened in case the curtail- 
ment program is rendered in- 
effective. Oklahoma City did its 
stuff in great fashion, piling up 
a long list of completions and 
adding to the high potential. 


Kansas responded to the drill 
with the second Wilcox sand 
well in the Eastborough pool, 
at the edge of Wichita, and a 
gas discovery of importance in 
Reno county. The Texas Pan- 
handle territory was quiet. 


Oklahoma City as of the 
morning of Sept. 6 had 499 com- 
pleted oil wells. That was a 
gain of 24 since Aug. 31. There 
were 55 waiting on cement to 
set, most of which will be com- 
pletions within a few days and 
78 drilling below 6000 feet. So 
the crop of new producers will 
remain at a high figure for some 
weeks. 


Production in the field has 
fluctuated the past week, but 


for six days averaged 106,922 
barrels. On Sept. 5 it made 109,- 
621 barrels from 60 wells with 
434 wells shut in. The highest 
day’s output of the six was that 
of Sept. 3 when 65 wells pro- 
duced 146,219 barrels, with 423 
wells off production. 


Not a sensation was provided 
by any well at Oklahoma City 
the past week with the excep- 
tion of Sinclair Oil & Gas Co.’s 
No. 15 Vencl, in the SW SE SE 
of 31-11-2W, in the extreme 
south end of the field. It re- 
vived memories of the good old 
days when they brought them 
in big—recently the comple- 
tions have not been so impos- 
ing in initial production. The 
Sinclair well topped sand at 
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6430 feet and was drilled to 
6572 feet. Its initial 24-hour 
gauge was 39,777 barrels with 
gas volume estimated at 150 
million feet. 


A wildeat test in the Seminole 


district is, at this writing, im- 
portant. Amerada Petroleum 


Corp. and Dixie Oil Co.’s test 
in the NW NE SW of. 3-8-5 
topped the Simpson formation 
at 4050 feet and at total depth 
of 4102 was standing with 2500 
feet of oil in the hole. It is 
more than a half mile northwest 
of the limits of the Carr City 
pool, Seminole county. 


Between the original Semi- 
nole pool and the East Earls- 
boro pool, these same operators 
last week opened another pro- 
ducing area. This week the well 
was put on air lift and made 
2405 barrels in 23 hours. It is 
the No. 1 Chase. NW NE SW 
of 29-9-6 and is more than a 
mile from nearest production. 
This combination has within re- 
cent months been highly suc- 
cessfull in digging out spots in 
the Seminole territory, neg- 
lected theretofore in the rush 
of drilling on the more certain 
acreage. 

In the orginal Seminole pool 
several wells about ready to be 
abandoned are being carried 
lower as a final bet before plug- 
ging. One such well found a 
little oil in the Simpson at a 
level below that which yielded 
the big production three years 
ago. 

Turman Oil Co.’s No. 1, SE SE 
NE of 34-9-6, was completed 
April 10, 1927, for 2700 barrels 
at 4070-4106 feet. It was deep- 
ened the past week, finding the 
base of the upper Wilcox section 
of the Simpson at 4135 feet and 
a second pay at 4175 feet. At 
the end of the week it was 


drilled at 4226 feet with oil ris- 
ing 400 feet in the hole. Asa 
general thing, not much is ex- 
pected from deepening these old 
wells, although in an occasional 
instance they may yield fair 
production. 


In Kansas the principal ac- 
complishment from an oil stand- 
point was the completion of the 
second Wilcox well in the East- 
borough pool of Sedgwick coun- 
ty. Derby Oil Co.’s No. 1 Rimel, 
NW NE NE of 30-27-2E, topped 
the Wilcox at 3233 feet, drilled 
to 3236 feet and the hole filled 
at once. It swabbed 1600 bar- 
rels in 24 hours. It extends pro- 
duction one _ location west. 
About 3000 barrels production 
is being taken daily from the 
pool and there are 21 wells 
drilling. 

In Reno county, Kans., Study 
and others found gas in their 
No. 1 Hauery, NE SW of 1-23- 
4W. This is a wildcat 12 miles 
east of Hutchinson. Top of the 
chat formation which lies on 
top of the Mississippi lime, was 
found at 3254 feet. It carried 
a show of oil and gas. At 3301- 
3 a flow of gas estimated at two 
million feet was found; at 3313- 
16 feet the flow was estimated 
at five to seven million feet and 
at 3316-30 feet actual gauge 
showed 15,714,000 feet. The gas 
is dry and for the moment the 
strike is important chiefly as a 
new gas reserve. 

In the Raymond pool of Rice 


county, The Texas Co. drilled 
in its No. 1 West, SE SW NW of 


21-20-10W. It swabbed 500 
barrels in 5'% hours. Top of 
the Siliceous lime pay was 


found at 3337 feet and it was 
drilled to 3351. It offsets a 
well of the Producers & Re- 
finers Corp. It is important on- 
lv in adding to the potential of 
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this pool which still is without 
pipeline outlet, although cap- 
able of producing 10,000 barrels 
daily or more. 

The Texas Panhandle had a 
dull week with only two small 
completions to its credit. Moore 
county had the most interesting 
wells, though one of these was 
a disappointment. This was the 
Shamrock Oil & Gas Co., No. 1, 
Shary, NW NE, 187-3T-T&NO, 
which was completed as a 40,- 
000,000 gasser. The gas was 
expected, but the well first 
looked like an oil producer. Its 
pay, 2870 to 3270, was given a 
shot during the week but failed 
to increase the show. The well 
is in the wildcat territory of the 
northeast part of the county 
where three widely separated 
producers have been brought in. 


Seven miles due west of this 
well, the No. 1 Bromley of the 
same company is showing for a 
fair producer. It swabbed 90 
barrels on a recent test and in- 
spired further activity in the 
area. It is located in the SE SE, 
360-44-H&TC. 


Engineering Subjects 
On A.P.I. Program 


LOS ANGELES, Sept. 6.—Pa- 
cific Coast members of the Pe- 
troleum Division, American In- 
stitute of Mining and Metal- 
lurgical Engineers, will hold a 
meeting in Los Angeles, Oct. 17. 


During morning and after- 
noon sessions of this meeting 
problems of a general engineer- 
ing nature will be discussed. In 
the evening several papers will 
be presented on the subject of 
unit operation of oil fields. 


The program, in charge of 
L. L. Brundred, vice chairman, 
Los Angeles, will include the 
following papers: 


Development of Casing for 
Deep Wells, by F. W. Bremmer. 

Development Program of a 
Portion of Ventura Avenue 
Field, by Joseph Jensen and 
F. W. Hertel. 

Adaptation of Modern Pro- 
duction Methods to Superviscous 
Oils at Cat Canyon Field, Cali- 
fornia, by L. L. Brundred. 

Effect of Bottom Hole Drill- 
ing, by W. A. Clark. 

Microscopic Study of Cali- 
fornia Oil Field Emulsions, by 
Mahmood, Abozeid. 


Velocity of Flow Through 
Tubing, by E. L. Davis. 

Water Problems of the Mc- 
Kittrick Field, by Joseph Jen- 
sen and J. B. Stevens. 

Properties and Treatment of 
Rotary Mud, Hallan N. Marsh. 

The Control of California Oil 
Curtailment, by R. E. Allen. 

Unit Operation Proposals for 
Kettleman Hills Field, by Rob- 
ert C. Patterson. 


Charges Filed Against 
Okla. City Promoters 


OKLAHOMA CITY, Sept. 6. 
—The county attorney’s office 
here has moved to determine 
possible criminal liability of 
promoters who sell “‘pre-organ- 
ization” certificates. Charges 
were filed against R. J. Ray- 
mond, pre-organization manag- 
er and E. D. Burger, secretary- 
treasurer, of the Guaranty Roy- 
alties Co., Tulsa. They are 
charged with having sold 4000 
shares to an Oklahoma City 
woman for $4000 on a pre-or- 
ganization contract. 


Another promoter ran afoul 
of the law on complaint of a 
doctor in Oklahoma City. Wil- 
liam Krug, official of Capitol 
Production Trust No. 1, was 
charged with obtaining money 
under false pretenses. Dr. The- 
odore Wails alleged that he had 
loaned Krug $500 on Krug’s 
representation that the trust 
had a $4000 check in a city bank 
in process of collection and that 
the doctor would be repaid. The 
doctor said he was unable to 
collect on the check Krug gave 
him. 


Geologists on Field Trip 
Through the Rockies 


TULSA, Aug. 30.—The an- 
nual field conference of the 
Kansas Geological Society given 
in conjunction with the Rocky 
Mountain society, is under way 
this week, attended by about 
150 geologists. These men come 
from many states but the ma- 
jority are from the Mid-Con- 
tinent and represent every oil 
company in the country. The 
trip this year starts at Colorado 
Springs and a close study of 
regional folds in the Rockies is 


to be made as far south as 
Albuquerque, N. M. The itin- 
erary includes such interesting 
places as Taos and Sante Fe, 
New Mexico, the scenic moun- 
tain country south of Colorado 
Springs, and the plains country 
of the Panhandle. 


It was agreed this year that 
there would be fewer papers 
given during the evenings of the 
trip. The reason is the neces- 
sity for rest after the strenuous 
days in the high altitudes. Also, 
more time may be given to the 
outdoor work. 


The committee in charge is: 
Marvin Lee, consulting geolo- 
gist, Wichita, chairman, Ed- 
ward <A. Koester, Stearns- 
Streeter, Wichita, and Perry R. 
Hanson, Tri-State Exploration 
Co., Wichita. 


Low Rates Granted 


To Exposition 


TULSA, Sept. 8.— Reduced 
rates from all parts of the coun- 
try have been granted by rail- 
roads to visitors to the Interna- 
tional Petroleum Exposition at 
Tulsa. 

From points in Oklahoma, 
Kansas, Missouri, Arkansas and 
Texas, and from Shreveport, 
La., an open rate of one fare 
and a third has been granted 
for the round trip. Round trip 
tickets may be bought. 


From all other points the cer- 
tificate plan will be followed 
and a return ticket will be sold 
at half of the one way fare. The 
traveler must ask for a certifi- 
cate when buying the full fare 
going ticket and have the certi- 
ficate validated at Tulsa. Visi- 
tors must start the return trip 
by Oct. 14 under both reduced 
fare plans. 





Exploration Work Active 


TULSA—Despite overpro- 
duction, oil companies are still 
combing Oklahoma in search of 
possibly productive territory. A 
recent count shows that 50 sur- 
face parties representing 18 
companies are at work; 14 par- 
ties are working the torsion bal- 
ance; 35 parties are out with 
core drills; four parties are con- 
ducting work with the pendu- 
lum and nine with the seismo- 
graph. The core drill parties 
represented 12 companies. 
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BY JOHN POWER 


At bat for L.E.S., who has been 
aleing in Toronto 


HE open letters to person- 

ages of note that have ap- 

peared in this column 
under its regular skipper seem 
to have been attracting no lit- 
tle attention from the custom- 
ers. These letters, containing 
as they do, bits of gossip, 
friendly advice, etc. have called 
forth the following letter, un- 
fortunately unsigned, from a 
reader, and possibly an ardent 
admirer, of the Skyline Sage. 
The letter follows: 


Dear Sir—lI have been read- 
ing in NATIONAL PETROLEUM 
NEWS about a pipeline that your 
company is building, and that 
they expect to pump the oil 1350 
miles. 

Now it happens that I am fig- 
uring on building a _ pipeline, 
not to pipe oil, but to pipe coal, 
and I will have to have pumps 
such as is used to pipe oil, and 
I was wondering if vou could 
give me the names of the 
pumps your company will use 
in pumping oil. If you can, I 
will appreciate it very much. 

I would like also to have the 
address of the company that 
manufactures those pumps, so 
I could get in touch with them. 

Thanking you for the above 
information, I beg to remain, 

Yours very truly. 
* * * 

The suggestion has _ been 
made that the coal be tied to 
the jack rabbits that Larry 
thinks might be shipped under 
their own power from the wilds 
of Wyoming to the dog races 
at Chicago. This would re- 
move the need for pumps, and 
give the jacks something to 
think about as they traveled. 

* * * 

A year ago, when getting out 

this column during the regular 
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skipper’s absence, we promised 
to refrain from remarks about 
the weather. We wish to call 
attention to the fact that we 
have kept our promise. 

* * * 


Moved—Deep Rock Oil Corp. 
(formerly Shaffer Oil & Ref.) 
to the Atlas Life Bldg., occupy- 
ing the tenth and eleventh 
floors. The former offices were 
in the Howard Bldg. 

*% * * 

Birthday—John H. Mark- 
ham, Sr., his eighty-seventh, at 
Bradford, Penn. Mr. Mark- 
ham was once a familiar figure 
in the oil fields of the Mid-Con- 
tinent. He is the father of 
J. H. Markham, Jr., president 
of the Petroleum Corp. of 
America, an investment trust. 

Clarence D. Buffett has re- 
cently been promoted to assist- 
ant superintendent of produc- 
tion for the Mid-West Refining 
Co. in the Salt Creek field of 
Wyoming. Mr. Buffett was for- 
merly a geologist, a profession 
he forsook to become a petro- 
leum engineer. He has been 
with the Mid-West since 1922. 

* * * 

W. KF. MeMechan, for 11 
years head of the land depart- 
ment of the Transcontinental 
Oil Co. resigned last week to 
enter business for himself. He 
will continue to make Tulsa 
his home. 

J. L. Shakely, vice president 
of the Frick Reid Supply Co., is 
vacationing with his family in 
Pennsylvania. 

* * * 

Most everybody these days 
is on his vacation. In fact, we 
saw an unoccupied parking 
space no longer ago than day 
before yesterday, which makes 
the town look almost deserted. 

* ¥* * 
Mrs. 


Born to Mr. and Ted 






Galey of Tulsa, Okla., a daugh- 
ter. Mr. Galey is with the Gyp- 
sy Oil Co., at Tulsa. 

* * * 

Died: In Memphis, Tenn., 
Press B. Lowrence of Ponca 
City, Okla. Mr. Lowrence had 
been prominently identified 
with the oil industry, business 
and banking interests of Okla- 
homa and Texas for many years. 
He was one of the founders of 
the Tom James Oil Co., which 
was later merged with the old 
Marland Oil Co., and helped or- 
ganize the Northern Royalty 
Co., of Tulsa. At the time of 
his death, he was president of 
the Southland Royalty Co., for- 
merly the Marland Employees 


Royalty. He was 55 years old. 
* & * 
Died: In Tulsa, Arthur A. 


Beard, former 
and general 


vice-president 
manager of the 
Tidal Oil Co. He was 50 years 
old. Mr. Beard had been ac- 
tive in the Mid-Continent for 20 
years. He was born in Indiana 
and was associated with the 
Frank Phillips interests for sev- 
eral years. He joined the Tidal 
in 1916. He left that organiza- 
tion in May, 1929, and after tak- 
ing a long rest to restore his 
health, he engaged in the pro- 
ducing business as an indepen- 
dent and as a drilling contrac- 
tor. His widow, four daugh- 
ters and one son survive him 


* * * 


Died In Farmington, Mo.. 
A. A. Smith, 81 years old; father 
of Harry H. Smith, secretary 
and counsel of the Mid-Conti- 
nent Oil & Gas Association. 

* * *% 

Died: In Casper, Wyo., W. H. 
Judd 90 years old. He was en- 
gaged in the lumber business in 
Findlay, O., when the north- 
western Ohio fields were opened 
and supplied the timbers and 
built the derricks for hundreds 
of wells in that pioneer field. 
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Pe . lv d andable f. ; rh d These 10” No. 705 non-return valves are installed in a large oil refinery. Edward 
ermanent y dependabie tor super eate (patented) impactor handwheels are used for closing against boiler tests pressures. 


steam, feedwater or blowdown. Edward 
valves are confined to certain clearly de- 
fined lines—for a widely growing market. 
Non-return valves to assure automatic 
control between boiler nozzle and header 
—drumhead stop-check valves of proved 
reliability for the feedlines—blowoff valves 
of satisfying freedom from leakage—these 
are three leaders that pay their way in any 
power plant. There is a type for every pip- 
_ Hydrostatic pressure is being ap- 
ing layout. plied to No. 548, drumhead stop- 


check valve—water and air tests 
are made both above and below 


THE, EDWARD VALVE, & the disc. 
MANUFACTURING CO. 
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Edward blowoff valves 
are made for pres- 
sures up to 2000 Ibs. 
Cut shows Valves Nos. 
341 and 343, which save 
money in the 250% 
W.S.P. range. 
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Superior Well Proves 11 Mile Axis 
For Kettleman Hills 


LOS ANGELES, Sept. 5 
WO outstanding comple- 
tions featured California 
production news the past 
week. One proved conclusively 
the existence of a lower gravity 
oil zone below the 8000 foot ho- 
rizon in an extension of the Ket- 
tleman Hills pool. The other, 
completed in the highly produc- 
tive Vaquerous sand at Elwood, 
was the largest well to be 
brought in on the Pacific Coast 
since the early days of flush 
production. 

In addition to these several 
test wells indicated the presence 
of new sources of crude supply. 
The most promising of these 
wildcat and semiwildcat proj- 
ects are located in the Los An- 
geles Basin and Coastal areas. 

Although actual gauge fig- 
ures were not available it was 
estimated Superior Oil Co.’s 
Huffman No. 1, Sec. 29, 21-17, 
North Dome, Kettleman Hills, 
was good for more than 5000 
barrels of 42 to 45 gravity oil 
during an initial flow test. 

Conceded by many geologists 
to have only an outside chance 
of obtaining commercial pro- 
duction, the Huffman was 
drilled to 8323 feet before being 
subjected to a production test. 
It is located on a plunge of the 
Structure approximately three 
miles northwest of the nearest 
producer—Standard Oil Co.’s 
No. 88 on Sec. 35, 21-17. 

The well started flowing af- 
ter a string of 7-inch had been 
run in and cemented through 
perforations at 8140 feet, 7849 
feet and at 7360 feet. With 4 3; - 
inch tubing run to 7000 feet the 
flow approximated 3700 barrels 
during the initial 16-hour test. 
Tubing and casting pressures 
were reported as 1510 and 2050 
pounds, respectively. 

Gas flow was estimated at be- 
tween 75 and 90 million cubic 
feet daily. With only two high 
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pressure and one low pressure 
traps installed it was found nec- 
essary to pinch back the well to 
handle the flow. Storage capac- 
ity on the Huffman lease is lim- 
ited to 20,000 barrels, so that 
preparations were reported un- 
der way to kill the well pending 
construction of additional 
tanks. Union Oil Co. is to take 
the oil, hauling it out of the 
field in trucks. 

As Superior’s first completion 
in the Kettleman area drilled 
on fee land it does not come 
under provisions of the Kettle- 
man Hills conservation agree- 
ment. Lease requirements are 
expected to demand unrestrict- 
ed production for the present 
at least. 

Encouraged by this most re- 
cent completion, operators on 
adjoining leases are expected to 
resume their activity. Stand- 
ard is drilling ahead in its No. 
65 on the southeast quarter of 
the same section, and the Amer- 
ada Petroleum Corp. may start 
drilling operations on King No. 
1, offsetting the Huffman in the 
southwest quarter of section 29. 

Approximately half a mile 
southeast of the Superior well, 
Milham Exploration Co.’s Ken- 
nedy No. 1, Sec. 28, 21-17, and 
Standard’s No. 21 on Sec. 33, 
21-17, are shut down in the oil 
sand until termination of the 
conservation agreement, July 
$1, 1931. 


RODUCTIVE area of the Ket- 

tleman Hills structure now is 
known to extend more than 11 
miles along the axis. That is, 
from the Superior well, south- 
east to General Petroleum 
Corp.’s Ochsner No. 2, on Sec. 
26, 22-18. This latter project 
cored approximately 1400 feet 
of productive sand pay and was 
allowed to flow at an estimated 
rate of more than 5000 barrels 
daily before it was shut in to 


Field 


conform with the 
agreement. 


proration 


\xtensive exploitation of fee 
land in the Kettleman Hills 
play threatens to upset present 
and contemplated _proration 
measures on the west coast. 
Where this uncontrolled land 
adjoins acreage held under G¢v- 
ernment permit, serious ineqfé i- 
ties arise. 


In addition to presenting 
problems of drainage of this 
permit land, completions in this 
field, threaten to affect the mar- 
ket structure with their yield of 
high gravity oil, and natural 
gasoline. 


Gauged potential production 
from seven producing units on 
the North Dome was 83,500 bar- 
rels daily for proration period 
Sept. 1-15. Actual daily pro- 
duction averaged 14,915 barrels 
during the latter half of Aug- 
ust. These figures are exclusive 
of the Superior completion. 


IDELAND completions in the 

Elwood field further compli- 
cated proration efforts in that 
area. Two projects were placed 
on production with a combined 
potential in excess of 16,000 
barrels, boosting the field’s ac- 
tual possible output above the 
120,000-barrel mark daily. The 
umpire’s Sept. 1-15 allotment 
for this pool is 44,610 barrels. 


The Barnsdall-Rio Grande 
combine completed their ocean 
permit well, No. 88-4 for 3275 
barrels of oil and 10 million cu- 
bic feet of gas from 3393 feet. 
With 220 pounds on the casing 
and no tubing the flow built up 
to 12,400 barrels of 37.5 grav- 
ity oil daily during the five-day 
flow test. 

It is located at the end of a 
500-foot pier extending along 


the south side of Permit 88 and 
across the lease from a 1200 








foot pier on which Wells 88-2, 


88-3 and 88-5 are located. 

Another new well from the 
same area was added over the 
week end. Pacific Western Oil 
Co. completed its tideland unit. 
No. 92-7 for over 4000 barrels 
of 36 gravity oil. It is located 
about 700 feet from shore on 
the middle pier of the lease and 
is bottomed at 3514 feet. 

Field reports indicate both of 
these Elwood completions are 
located along the structural axis 
and capable of sustained pro- 
duction. They will be pinched 
back to only a fraction of their 
possible output. 

Routine completions at Playa 
del Rey increased the actual 
daily production there from 15,- 
000 barrels to nearly 20,000 
barrels. Numerous other proj- 
ects nearing completion  indi- 
cate a sharp rise in the field’s 
output before the end of Sep- 
tember. Over 70 wells are drill- 
ing. There are about an equal 
number of rigs and locations, 
making this district the most 
active in the state. 

An unlooked for development 
in the Del Rey pool threatened 
to upset previous estimates of 
the production trend. Mohawk 





Petroleum Co. completed its No. 
O-1 for an estimated flow of ten 
million cubic feet of wet gas 
and about 250 barrels of oil, 
said to be mostly gasoline due 
to the high pressure. 

The project was finished at 
5635 feet with 85-inch casing 
set to 5488 feet. It is the larg- 
est gasser to be brought in at 
the beach field and if the gas 
zone proves of any extent it may 
provide the necessary ‘‘kick’’ 
found to be lacking in many of 
the townlot units. 

The O-1 is located in the 
southeasterly part of the field 
between Union Oil Co.’s Del Rey 
No. 1 and the Moses No. 1 
drilled by Superior Oil Co. Un- 
ion’s well was completed sever- 
al weeks ago at about 3900 feet 
in a shallow pay found to exist 
over a limited portion of the 
field. 

Experts believe the Mohawk 
completion tapped a restricted 
gas sand high on the structure. 
Core showings placed this well 
nearly 300 feet higher on the 
structure than Ohio Oil Co.’s 
discovery. Low gas pressure in 
neighboring wells tend to sub- 
stantiate the theory of a limited 
gas zone. 


Fail to Agree on New Reduction 


In California Production 


LOS ANGELES, Sept. 5 

T A number of meetings 
held during the past week 
California operators, working 


through their respective com- 
mittees, failed to agree on a 
definite plan for further state- 


wide curtailment. 

The operators’ general com- 
mittee on oil curtailment met 
Sept. 4, to discuss four plans 
submitted by the fact finding 
committee. The meeting ad- 
journed without taking any ac- 
tion. The fact finding commit- 
tee included in these plans pro- 
ration schedules for California 
oil fields during the period Sept. 


1-15 based on four different 
total daily allowable produc- 
tions. 

One plan called for an in- 


crease in the allowable output 
from the present figure of 596,- 


000 barrels to the present ac- 
tual production of 611,000 bar- 
The other three pro- 
daily 


rels daily. 


vided for allotments 
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of 


596,000 (no reduction) 575,000 
and 550,000 barrels. 

Under provisions of the plan 
calling for a reduction to 550,- 
000 barrels daily, oil fields, des- 
ignated as in Group 1, would 
receive a cut of 52 per cent, as 
compared with a cut of 47.8 per 
cent necessary on a basis of 


596,000 barrels allowable. 


If a change is made in the 
California proration setup it is 
expected the daily allowable 
will be reduced to at least 550,- 
000 barrels. A special commit- 
tee of 11 operators headed by 
Earl Wagy, Standard Oil Co. 
was reported to favor this plan. 


The accompanying table 
shows an allotment of 550,- 
000 barrels daily for the state. 
As much curtailment as possible 
is asked from all heavy oil fields 
but the burden of the additional! 
cut will rest on the fields of 
Group 1. No account is taken 
of unobtainable curtailment in 
this schedule because the cut is 
so severe that no field could ab- 
sorb the excess output of an- 
other. 


Reduction of daily crude out- 
put in the 33 fields of Group 2 
would vary under this schedule 
from 10 per cent in such areas 
as Lawndale, with its potential 
production of 250 barrels, to as 
much as 95 per cent at Lost 
Hills. In this latter field and in 
numerous other San Joaquin 
Valley pools, operators offer 
little resistance to curtailment 
of a heavy oil that has practical- 
ly no market value. 


Operators at Elwood by pro- 
ducing only 37,250 barrels on 
an average during the prora- 
tion period of August 16-31, ef- 
fected a cut of more than 65 per 
cent of the field’s actual poten- 
tial. Under a recent agreement 
operators reduced the flow from 
producing wells below their al- 
lowable in order to permit the 
completion of new _ projects. 
This enables such additional 
completions to be put on an 
open flow test without serious 
injury to the state-wide curtail- 
ment program. 


Proposed Proration Schedule 


Sept. 1-15 Potential 
Actual Effective 
B/D B/D 
Group 1 
Elwood 110,000 85,455 
Long Beach 197,710 190,940 
Maricopa Flat 17,665 17,265 
Santa Fe Springs 189,200 189,200 
Seal Beach 35,425 35,425 
Ventura Avenue 92,760 91,070 
Total Group 1 642.760 509,355 
Total Group 2 138,070 433,220 
Group 3 
Kettleman Hills 83,500 83,500 
Playa del Rey 17,670 17,670 
Total Group 3 101,170 101,170 
State Total 1,182,000 1,143,745 


*Current production less than 









Sept. 1-15 Actual 





Per Allot- Production Additional 
Cent ment Aug. 16-31 Cut 
Cut B/D B/D Necessary 
52.0 41,020 37,250 3,770* 
sad 91,655 103,510 11,855 
8,290 8,495 205 
90,815 107,565 16,750 
17,005 20,300 3,295 
43,715 47,180 3,465 
52.0 292,500 324, 300 31,800 
235,015: 248,187 Lo,ke2 
90 8,350 14,915 6,565 
20 14,135 14,525 390 
22,485 29,440 6,955 
550,000 601,027 51,927 


new allotment 
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Gas Actuated Pump Jacks Successfully 
Used in California Fields 


LOS ANGELES 


BUNDANCE of natural 
A gas in many California 


fields has prompted sev- 
eral Pacific Coast oil companies 
to experiment with methods of 
using energy stored in this gas. 
Chief among these experiments 
is the use of gas as a motive 
power for oil well pumps. 

Standard Oil Co. of Califor- 
nia first installed a gas-actuated 
pump at its No. 8 well on the 
L. A. Investment Co. lease at 
Inglewood, Jan. 8, 1930. in- 
couraged by results obtained in 
this test, the company has in- 
stalled several other units to de- 
termine their operation under 
variable conditions. 

The pump-jack used was a 
product of Kobe, Inc., and con- 
sisted of an engine with two 
cylinders in parallel. <A cross- 
piece connecting two plungers 
or pistons which run in the cyl- 
inders is attached to the polish 
rod. Via this medium, the 
string of rods, with a regular 
pump on the bottom, derives its 
up and down motion. 

Another set of cylinders, con- 
centric with the first pair, pro- 
vides an area upon which liquid 
pressure is applied to counter- 
balance the weight of moving 
parts and rod load. The hollow 
plungers travel between the 
walls of the stationary cylin- 
ders. They are packed off 
against the outside and inside 
cylinders at the top and bottom, 
respectively. 

Space within the inner cylin- 
der, and between it and the 
moving plunger, is filled with 
oil to effect counterbalancing. 
This oil communicates’ with 
each set of cylinders by pipes 
leading from the bottom ends to 
a receptacle containing gas or 
air under pressure. 

An accompanying diagram 
illustrates the manner in which 
the plunger is actuated and the 
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principle employed in the coun- 
terbalance system. 

In the following brief descrip- 
tion of the operation of the jack, 
only one side of the engine is 
described as the action is identi- 
cal on both sides. 

Gas under the required work- 
ing pressure is supplied to the 
main valve. This gas may be 
either wet, from adjacent wells, 
or dry, from a compressor plant. 
In fields where gas is available 
under moderate pressure, ex- 
pansion of the gas furnishes the 
only power needed; no gas is 
used-up or wasted. 
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Gas actuated pump jack in the Inglewood field. 
when pump jack was at end of up stroke. 





Upon entering the engine 
proper, this gas is directed down 
between the outside stationary 
cylinder and the plunger. Ap- 
plication of the pressure to an 


annular area formed by the 
lower plunger packing forces 


the plunger up, carrying the at 
tached pump rod with it. 

During this upward move- 
ment of the piston, oil is forced 
from the counterbalance tank 
through a throttle valve, 
through manifolds to the cylin- 
der bottom and thence into the 
inner space. 


When the end of the up 


Photograph was taken 
Counterbalance tank is at right 
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stroke is reached—a variable 
distance predetermined by set- 
ting the reversing rods—the oil 
tank is practically emptied of 
oil. This permits the maximum 
amount of gas to be compressed 
and thus maintains as uniform 
a pressure on the oil as possible. 
since it follows that the more 
compressed gas in the system 
the less expansion and contrac- 
tion will occur to cause varia- 
tion in pressure. 

By passing the oil through a 
special throttle valve that con- 
trols the oil flow as it circulates 
between tank and cylinders, it 
is possible to regulate the jack’s 
speed or to stop it at any posi- 
tion. 

On completion of the up 
stroke, a pilot valve actuates 
the main valve and allows the 
used gas to escape into a col- 
lector line. In some instances 
this exhaust gas is blown di- 
rectly into the air. Downward 
motion of the plunger forces oil 
back into the tank, compress- 
ing the gas that had previously 
forced the oil into the engine on 
the up stroke. This cycle is re- 
peated. 

Throughout the stroke the 
pump action is smooth, regard- 
less of variation of load due to 
sucker rod stretch. To apply 
the lifting force slowly at the 
start, until normal stretch is ab- 
sorbed and also to relieve a 
similar force on the down 
stroke, the incoming and ex- 
haust gas is retarded slightly at 
the start and end of each stroke. 


To accomplish this the main 
gas valve is designed so that for 
the first 14 inches of plunger 
travel, the gas flow is slowly ac- 
celerated. This permits a grad- 
ually increased speed of the pis- 
ton from zero to normal. A re- 
verse action takes place during 
the last 14 inches of motion. 
Although there is a slight inter- 
val during which the plunger 
has no motion, it is impossible 
to stop on ‘‘dead center’’ as the 
valve is never entirely inopera- 
tive. 


In case the sucker’ rods 
should break, thereby taking 


off the load, a resultant expan- 
sion of gas would impart a quick 
upward motion to the plunger. 
A cushion effect is obtained to 
guard against this, by use of a 
rod that is fastened to the movy- 
ing plunger system and extends 
down within each inner cylin- 
der. 
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When either the up or down 
motion becomes excessive, bev- 
eled pistons on this rod enter 
correspondingly beveled open- 
ings within the engine. The 
compression thus formed brings 
the plunger slowly to a stop. 


In the apparatus used at In- 
glewood, 90-pound gas pressure 
was available and a minimum 
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Diagram showing flow of gas and oil 
on one side of gas lift pumper 





oO pounds was required. 

dark, neutral oil was used at a 
pressure of 47 pounds per 
square inch. It was found pos- 
sible to discharge the exhaust 
gas against pressure, if there is 
a sufficient differential pressure 
between that at the intake and 
exhaust. However, back pres- 
sure on the gas collecting line 
cannot exceed that due _ to 
weight of the rods, which is 
practically responsible for the 
plunger’s downward movement. 

It is also necessary, in case of 
an excessive back pressure, to 
reduce the oil pressure, because 
both the discharge gas pressure 
and the counterbalancing oil 
pressure resist any downward 
motion of the rods. If the gas 
is dry and is blown to the air, 
these precautions need not be 
taken. 

The pump used in the initial 
test had gas and oil areas of 
75 and 100 square inches, re- 
spectively. These areas were 
used with a plunger stroke of 5 
feet, although it was possible to 
obtain a 6-foot stroke with the 
same unit. Rates of either two 
or two and one-half strokes per 
minute were found to be most 
efficient. The maximum rate 
was ten per minute. 

At the rate of two complete 
revolutions per minute the 
pump raised an average of 54 
barrels of liquid per day. Ap- 
proximataly 1320 cubic feet of 
wet gas was required per bar- 
rel of liquid at this rate of 
travel. 





NEW EQUIPMENT 


Don D. Angle, Los Angeles, 
has organized the Don D. Angle 
Welding Supply Co. to deal in 
diamond substitutes, hard fac 
ings, welding rods and welding 
supplies. He has developed his 
own product which is known as 
Don D. Angle diamond sub 
metals. 





* * * 


A new folder describing the 
operation of its hydraulic suc- 
tion bailer has been issued b) 
the Cavins Bailer Service, Long 
Beach, Cal. 

*% * * 

Chicago Bridge & — Iron 
Works has opened a new sales 
office in Tulsa, Exchange Bank 
Bldg., in charge of D. A. Leach, 
formerly of its New York 
office. 
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Combination of High and Low Pressure 


Gas Separators Bring Economies 


Staff Special 
GALVESTON, Sept. 
COMBINATION high and 
A low pressure plant for 
gas separation at oil 
wells was described as a logi- 
cal installation in a paper of 
E. H. Adams of the Trumble 
Gas Trap Co., Los Angeles, at 
the Galveston meeting of the 
American Petroleum Institute 
division of production. 

“This,” he said, ‘‘would have 
considerable flexibility and 
would make possible the reali- 
zation of marked economies 
over a long period of produc- 
tion operations.” 

Mr. Adams described plant 
capacity for flush production as 
not usually justifiable, saying: 

‘“During the flush a large 
volume of gasoline bearing gas 
is, of necessity, untreated. With 
a combination plant of 100,000 
gallons rating, under these con- 
ditions, the low pressure ele- 
vated traps would be carried at 
30 to 40 pounds, eliminating for 
a few months the cash outlay 
for compressor plants. The 
overloaded plant might well ex- 
tract 175,000 gallons per day 
with inefficient stripping of the 
gas. 

“Later, as natural decline in 





Typical hook-up of high and low 
pressure separators 
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production has taken place, all 
of the gas may be treated ef- 
ficiently. The bulk of the gas, 
say 60,000,000 to 80,000,000 
cubic feet, may be treated ata 
lowered high pressure. 

“A vacuum may be held on 
the elevated secondary separa- 
tor with compressor installa- 
tion required for but four or 
five million cubic feet of very 
rich gas. 

“Provided natural gasoline 
is worth saving, and provided 
gas lift, repressuring or booster 
station operations are being 
carried on, the failure to take 
advantage of the many thou- 
sands of horse power furnished 
gratis in the high pressure gas 
and made available by high 
pressure separators takes on an 
appearance of apparently inex- 
cusable economic waste.”’ 


When and during the time 
high and low pressure series 


separation is in order, Mr. 
Adams suggested, the separa- 
tors should be located at the 
well and the secondary separa- 
tor elevated to obtain, if pos- 
sible, gravity flow of oil to the 
tanks, or a minimum pressure 
on the elevated separator. 
This method was described 
as leaving the low pressure sep- 


orl and gas in 


—High pressure 


separator 


arator already elevated when 
the high pressure unit is moved 
to another location; and, he 
said, it should be so elevated 
for low pressure flow and later 
gas lift operations. 


Aside from minor operating 
labor considerations he had 
found there does not seem to be 
any advantage in setting traps 
at considerable distanee from 
the well. Setting separators at 
tank batteries makes it handy 
for the pumper to handle the 
switching of traps and tanks in 
the period of flush production 
and the concentration of fire 
protection equipment at the bat- 
tery was described as worthy 
of consideration. 


The single trap installation 
located at some distance from 
the well had been found inad- 
visable. It is not handy to the 
well and, therefore, was de- 
scribed as apt to be neglected 
by men handling production. 
It had been found good prac- 
tice to give operating separa- 
tors some systematic attention, 
as unnecessary loss and trou- 
ble can be, thereby, frequently 
avoided. 


Setting of the separator at 
some central location and flow- 
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ing a number of wells into it 
was described as having the 
same drawback as setting at 
distance from wells. Some of 
the lead lines may be quite long, 
resulting in excessive and un- 
desirable back pressure on tub- 
ing. 

It has been found with this 
type of installation that too lit- 
tle control of individual well 
pressure is permitted, which 
may result in loss of production 
in excess of that experienced 
with the single well separator 
set at distance from the well or 
at tank batteries. 

Mr. Adams said it had been 
found that the back pressure 
that does not particularly af- 
fect one well may seriously af- 
fect the production of another 


or a group. Since generally 
speaking each well has differ- 
ent production characteristics it 
had not been found reasonable 
that a number of wells should 
be cut into one separator until 
such time as they are on the 
pump, with relatively small oil 
production and very little gas 
yield. 

A typical series hook-up of 
high and low pressure separa- 
tors is shown in the accom- 
panying illustration presented 
with Mr. Adams’ paper. All the 
production goes through the 
high pressure separators where 
primary separation is made. 
The oil carrying dissolved and 
entrained gas then goes to the 
elevated secondary separator 
where final separation is made. 


East Texas and Permian Salt Basin 


Both Yield Field Discoveries 


By Paul Wagner 


N. P. N. STAFF WRITER 


HOUSTON, Sept. 6 
WO field discoveries, one in 
the Woodbine sand terri- 
tory of East Texas and the 
other in the Permian salt basin 
region of West Texas, marked 
the week’s southwestern oil de- 
velopment. 

In northwestern Rusk county, 
East Texas, two and _ three- 
quarters miles southeast of Lon- 
don and approximately 25 miles 
southeast of Tyler, C. M. Joiner 
and associates found oil and gas 
in Woodbine pay at approxi- 
mately 3500 feet. On drill stem 
test the well was reported a 
commercial producer, but its 
more exact worth had not been 
determined. 

The Joiner well is No. 2 on 
the Mrs. D. Bradford tract, 5300 
feet from the north line and 
5100 feet from the west line of 
the Juan Ximenes survey. It is 
described as probably down the 
west flank of the Sabine up- 
lift. which in this region extends 
across the Texas-Louisiana 
boundary from the oil produc- 
ing areas of the general Shreve- 
port district. 

Farther west and southwest, 
in Anderson-Cherokee, Smith 
and Henderson counties, Wood- 
bine sands, bearing oil in some 


1s 


areas, are found in association 
with salt domes. Still farther 
away, on the west side of the 
Mississippi embayment, the 
Mexia-Powell fault zone pro- 
duces from the Woodbine. 

In West Texas, the Southern 
Crude Oil Purchasing Co., sub- 
sidiary of Pan American Petro- 
leum & Transport Co., in turn 
controlled by Standard Oil Co. 
of Indiana, made a discovery in 
its No. 1 J. W. Cowden, Sec. 26, 
Block 43, northern Ector 
county. 

The Cowden well made eight 
to 10 minute heads of 15 bar- 
rels each at 4071 feet and later 
was drilling ahead in lime pay 
at 4079 feet. It is variously es- 
timated good for 300 to 400 bar- 
rels and definitely opens a new 
field. Gas volume is approxi- 
mately 1,000,000 cubic feet 
daily. 

Southern Crude drilled the 
Cowden test inside of a 7-sec- 
tion block, but the discovery 
section is adjoined on the east- 
southeast by two sections of 
leaseholds owned by others. 

In general, the Cowden dis- 
covery is across Ector county 
from Judkins district develop- 
ment in the direction of An- 
drews county production found 


by Deep Rock Oil Corp., near 
Shafters Lake. 

Texas operators continue 
work on statewide prorating 
programs, in some cases cutting 
production to proposed limits 
and in others making slight 
progress. 

After hearing at Austin, be- 
fore the railroad commission. 
Chapman field operators oft 
Williamson county succeeded in 
getting their allowable produc- 
tion raiser from 9000 to 11,000 
barrels daily. This brings a cor- 
responding increase in the 
southwest Texas allowable to 
99,150 barrels. 

In the Wichita Falls district, 
where Humble Pipe Line Co. 
recently cut its runs 20 per cent. 
proration and reduction in runs 
are being applied to Archer. 
Wilbarger, Wichita and north- 
ern Young counties, with Mon 
tague and Cooke counties ex 
cluded, as follows: 

Humble will take all crude 
from wells making six barrels. 
or less, which were exempted 
from proration by the general 
order of the railroad commis- 
sion affecting marginal wells 
On leases where average pro- 
duction exceeds. six barrels. 
Humble will prorate 621% per 
cent, which in some cases will 
result in 50 per cent cuts in ae- 
tual runs. 

For example, assume a lease 
with four producing wells mak- 
ing 100 barrels total daily. An 
exemption of six barrels per 
well allows 24 barrels produc- 
tion to be run. The remaining 


76 barrels would be prorated 
62% per cent, leaving 28 bar- 


rels, plus the 24 barrels exemp- 
tion, or a total of 52 barrels to 


be run. In this case the reduc- 
tion in runs would be 48 per 
cent. 


The Texas Pipe Line Co. will 
prorate and reduce runs _ in 
Archer, Clay, Cooke, Wilbarger 
and northern Young, excluding 
Jack and Montague counties, in 
the Wichita Falls district. It 
proposes to reduce runs 27 per 
cent after taking account of the 


six barrel marginal well ex- 
emption, thereby cutting its 
runs to 15,000 barrels daily 


from an August average of ap 
proximately 18,000 barrels. 
Inequalities in runs where 
offset leases are affected may 
have to be adjusted in the Wich- 
ita Falls district because of the 
differences in policies pursued 
by the several purchasers. 
NEWS 
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ADVERTISING PAGES REMOVED 


Insulating Fuel 


Pump Prevents 


Vapor Locking Tendency 


CLEVELAND, Aug. 23. 

NUSUALLY hot weather of 

the past summer has cre- 

ated a good bit of cussing 

on the part of motorists, cussing 

of both gasoline and the motor 

car itself when vapor lock has 

caused trouble. The difficulty 

has emphasized the _ interde- 

pendence of the refiner and 
automobile builder. 

Progress has been made by 


both. Refiners have gone to 
work to eliminate dissolved 


gases of high vapor pressure. 
Motor car manufacturers have 
been attempting to correct evils 
in fuel supply systems which 
have been pointed out. 

At the January meeting of 
the S. A. E. at Detroit, O. C. 
Bridgeman, G. G. Brown and 
others showed the result of 
various factors in carburetor 
and fuel system design on vapor 
lock, and pointed out remedies 
for these troubles. Corrobora- 
tive evidence for the support of 
any principle or contention is 
always desirable, providing the 
data have been honestly arrived 
at, and appear to be depend- 
able. 

The following letter gives the 
details of experiences of a mo- 
torist with vapor lock, and the 
means of curing the evil with 
apparatus at hand at the time. 
His experience will be of inter- 
est and probably of value to 
others. 

A. E. Harnsberger, the writer, 
is mechanical engineer on the 
refinery control board of the 
Pure Oil Co. 

Dear Editor: 

I have read with considerable 
interest Mr. W. C. Bauer’s ar- 
ticle appearing in your August 
20 issue, entitled ‘‘Vapor Lock 
ing Tendencies of Automotive 
Fuel Systems.’ This article, I 
believe should be the basis of 
closer cooperation between au- 
tomotive designers and gasoline 
manufacturers. 

It is hard to estimate the 
amount of grief the average mo- 
torist has to put up with on ac- 
count of either faulty fuel sys- 


*See NATIONAL PETROLEUM News, Jan. 
2%, 1930, page 39, et seq. 
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tems, or gasoline made to im- 
proper specifications, but it is 
my opinion that the former has 
been the chief offender. Only 
those motorists who have ex- 
perienced vapor locking during 
the hot weather such as we have 
had in the past month, can ap- 
preciate the necessity of some- 
thing being done to improve 
performance of their cars. 

My personal experience I be- 
lieve is a typical example. The 
car that I drive is equipped with 
a fuel pump located 3 inches in 
the rear of the exhaust pipe. On 
several occasions during the 
early summer the car vapor- 
locked, usually under the most 
trying conditions of boulexard 
traffic, where the combination 
of complete motor stoppage, a 
traffic cop and several hundred 
blocked motorists, would likely 
cause the average motorist to 
renounce forever the gasoline 
that might happen to be in the 
car at the particular moment. 


URING July, I attempted to 
make a trip east. After cov- 
ering about 80 miles on the first 
day, the car in question stopped 
completely and_ investigation 
showed the entire fuel system 
to be extraordinarily hot, in 
fact the fuel pump was so hot 
that it was impossible to touch 
it with the hand. Removing the 
valve caps released a consider- 
able amount of gasoline vapor. 
After cooling the pump with 
water the car immediately 
started, but after 15 more miles 
of travel, stopped again where 
cooling with water was again 
made necessary, proving conclu- 
sively that the trouble was in 
the fuel pump and not in the 
carburetor. Therefore, it be- 
came evident that it was neces- 
sary to prevent the fuel pump 
from absorbing radiant heat 
from the exhaust pipe, and 
to this end I succeeded in 
finding sufficient asbestos 
paper to wrap several thick- 
nesses around the pump. hold- 
ing same in place by means of 
a piece of handy baling wire. 
With this bandaged pump I 
have traveled several thousand 


miles through very hot weather 
with absolutely no trouble with 
the fuel system, and using both 
the same grade and other 
grades of gasoline, all with 
equal success as far as vapor- 
lock is concerned. It has also 
been noted that the car starts 
when hot much easier with the 
insulated pump, since formerly 
no doubt there was a tendency 
for the pump to continue to re- 
ceive heat after the motor was 
shut off. This heat increased 
the temperature of the pump to 
a higher point than the running 
temperature on account of the 
flow of gasoline ceasing with 
the engine shut off. Therefore, 
on attempting to start the en- 
gine after 10 or 15 minutes 
shutdown, the pump was in a 
vapor-lock condition, with con- 
sequent difficulty in getting the 
engine to run after the gasoline 
in the carburetor bowl had been 
exhausted. 

It does not take much figur- 
ing to estimate the probable 
rise in temperature of gasoline 
through a fuel pump located 
close to the exhaust manifold. 
Assuming an exhaust tempera- 
ture of 1200 degrees F. and a 
pump temperature of 120 de- 
grees F. and a theoretical radi- 
ant heat transfer between these 
two objects, with a rate of flow 
through the carburetor at car 
speed of 40 miles an hour indi- 
cates that 10 square inches of 
area would be more than suffi- 
cient to cause vapor lock. 

In addition to this, there is a 
certain amount of heat conduc- 
tion from the crank-case to the 
pump which could be largely 
eliminated by placing an insu- 
lated gasket between these two 
objects. Mr. Bauer mentions 
vacuum tank temperatures as 
high as 140 degrees F. and the 
question that comes to my mind 
is why is this true and whether 
or not a half an inch or so of 
asbestos around such’ tanks 
would not prevent this condi- 
tion, since no doubt primarily 
the heat is received by radiation 
from the engine. 


KF THIS heat absorption can be 
| cut down to 15 or 20 per cent 
why wouldn't the difficulty be 
overcome? Are not the present 
vacuum tanks acting as a strip 
ping column for the gasoline in 
that the light ends of the gaso- 
line are being sucked over into 
the intake manifold through 
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\ Vy not make gasoline 
to suit the engine and teach 
the motorist to buy it instead 
of making gasoline to suit the 
motorist and trying to make 
the engine like it? 


The motorist can read 
educational ads but the 
engine can't 


Crystal whiteness may 
please the motorist’s eye, but 
it cuts no figure with the 
engine Dubbs cracked gas- 
oline can be treated to water 
white color—but why waste 
money to do it? 











Action—quick start, fast 
pickup, smooth burning— 
these are what the engine 
asks for and it can't be fooled 
either with fancy colors or 
smart arguments 


Dubbs cracked gasoline 
doesn’t try to fool the engine 
It gives the engine what it 
craves 


The engine is the doctor 


a Zi) . 
Universal Oil Products Co /§} ' 24\ Dubbs Cracking Process 
Chicago, Illinois 


Owner and Licensor 
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Positive Pressure Control 
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Tycos 


(PILOT-OPERATED) 


Pressure 
Regulator 





Illustration shows a Tycos Regulator 


controlling back 


pressures on absorbers in a natural gasoline plant. Write 
for information on other important installations 
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Taylor /nstrument Companies 


ROCHESTER, N.Y,, U.S.A 


CANADIAN PLANT: 


TYCOS BUILDING, TORONTO 


HESE Instruments give close, accurate regulation 


in the various applications in refineries and gasoline 
plants where pressure control is essential. 


Years of service and their wide application show how 
faithfully they give that absolute control of pressures 
upon which efficient refining and natural gasoline manu- 
facture depends. 


APPLICATIONS 


BACK PRESSURE CONTROL in absorbers, accumula- 
tors, vent tanks, storage tanks, stills, residue gas lines, 
scrubber tanks, steam lines, pressure distillate receivers, 
Coc. 


REDUCED PRESSURE REGULATION in steam lines, 
and gas lines . . . reducing from the high initial pressures 
down as low as a few pounds or ounces for the firing of 
stills or boilers. 


COMPRESSOR DISCHARGE PRESSURES in air or 
gas lift systems and in repressuring methods in oil pro- 
duction. 


PUMP DISCHARGE PRESSURES in refinery or gas- 
oline plant processing. 


STEAM BOILER PRESSURES—applied as Steam 
Boiler Gas Fuel Governors. 


Tycos 
Temperature 
Instruments 


INDICATING- RECORDING ‘CONTROLLING 











CHICAGO, 565 Washington Blvd. 








THE KELLY PRESSURE FILTER... 


Well over a score of Kelly Pressure Filters 
already in service have shown ample proof 
that they are ideally suited for cleaning up 
pressure still residuum. 


Operations are simple, costs are low, re- 
sults . . . clean oil with a marketable fuel 
oil quality. 


Write for particulars. 


OLIVER UNITED FILTERS INC. 


SAN FRANCISCO, Fed. Reserve Bank Bldg. 


NEW YORK, 33 West 42nd St. 
LONDON, W. C. 1, 150 Southampton Row 


PARIS, 63 Ave. des Champs Elysees. T. L. Genter, Concessionaire 





the vacuum tank connection. 
This is indicated by Mr. Bauer’s 
statement that the closer the 
vacuum tank temperatures ap- 
proach the carburetor bowl tem- 
perature, troubles due to vapor- 
lock decrease as far as the car 
buretor is concerned. 

Pumps, however, do not have 
the helpful aid of vacuum to re- 
move light ends, but must strug- 
gle along the best they can un- 
der these adverse conditions, 
and they are adverse, since, ask 
an average refiner to pump 
gasoline at 140 degrees F. un 
der suction lift and then pre- 
pare to dodge. However, we 
expect such performance from 
thousands of gasoline pumps as 
installed in modern designed 
automobiles. 

It is, therefore, my opinion 
that attempting to fight vapor- 
lock troubles by gasoline speci- 
fication is only going half way, 
and that the automobile design- 
er should cooperate by seeing 
to it that the gasoline is brought 
to the carburetor in a cooled 
condition. One way of doing 
this is as described above, that 
is, to interrupt the flow of ra- 
diant heat to the gas lines, 
pump or vacuum tank by proper 
insulation. The expense would 
be negligible and the results 
well worth while. 

Yours very truly, 
A. E. Harnsberger. 


Claim Successful Olive 
Oil for Motor Cars 


LON DON—Progress has been 
made recently in the continuous 
efforts of Spaniards to produce 
an olive oil automotive lubri- 
cant. Hitherto the difficulty 
has been to produce an oil of 
uniform viscosity without add- 
ing foreign substances. 

Don Pedro Solis, president of 
the National Association of 
Olive Growers, now claims to 
have invented a process for pro- 
ducing a suitable oil. Recently 
the oil was tested by the Royal 
Automobile Club of Spain. Two 
cars making a trip from Seville 
to Madrid at high speed. 

At Linares an important soap 
factory is offering a free fill of 
motor olive oil to motorists 
passing through. The company 
plans to market eight grades at 
a price about half that charged 
for petroleum oils. Some 25) 
cars in the Linares district have 































been using the oil. 
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LTIMATE efficiency at minimum 
cost of construction and operation 
is the direct result of entrusting 

the building of a complete Refinery to 
one capable Engineering and Contract- 
ing Organization. 


ARTHUR G. McKEE & COMPANY 
ENGINEERS AND CONTRACTORS 
CLEVELAND, OHIO 


London, England, Bush House, Aldwych, W.C. 2 


Septen 30 
ptember 10, 193 55 








Two Natural Gasoline Plants in Hobbs 
Field to Be Complete by Oct. 1 


O NATURAL — gasoline 

from the Hobbs field of 

Lea county, New Mex- 
ico, is to be expected for at 
least six weeks. And due to 
the proration of production, 
and the generally low average 
oil-gas ratio over the field, not 
a great deal of natural gaso- 
line will be forthcoming then. 
About 30,000 gallons daily is 
the maximum that the two 
plants now under construction 
can be expected to produce. 


Restricting the oil produc- 
tion to keep it within the limits 
set by the proration agreement 
now in effect has been accom- 
plished by back pressuring the 
wells. There is only about 75 
million cubic feet of gas being 
produced with the 32,250 bar- 
rels of oil. 

Shell Petroleum Corp., and 
Phillips Petroleum Co. are the 
two companies that are putting 





By John Power 


N. P. N. STAFF WRITER 


in gasoline plants. Of these 
two, the latter, is expected to 
have the first plant in opera- 
tion, although the Shell will not 
be more than two or three 
weeks behind. 
The gas, both 
ing properties of 
panies, and from 
leases in the _ field, 
equally divided 
two companies. 
other 


from produc- 
these com- 
the other 
is about 
between the 
A survey of 
operators in the _ field 
found none that was contem- 
plating the erection of gaso- 
line plants, in the near future, 
at least. 


Until the plants have been 
started up, some of the operat- 
ing problems can not be fore- 
seen, but it is not expected that 
they will include anything not 
found in older plants in other 
fields operating on gas pro- 
duced in the Permian basin. 

The gas is expected to yield 
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Stills being erected at the Shell Petroleum Corp. gasoline plant in the 


Hobbs, 


56 


N. M. field 


about one and one-half gallons 
of gasoline per thousand cubic 
feet. The yield is so variable, 
depending on the pressures 
maintained at the traps, that 
some little attention is being 
paid to this phase of the hook- 
up. 

When the working pressure 
on the traps is 100 pounds, the 
gasoline recovery is practically 
nil. If the pressure can _ be 
kept to five pounds, recoveries 
of about two gallons can be ex- 
pected. Both operators’. will 
double-trap their own wells, 
stepping the pressure down by 
so doing, and increasing the 
yield. How universal this prac- 
tice will be on leases from 
which gas is being purchased is 
not known as yet. 

The high content of hydro- 

gen sulfide will necessitate 
treating. It has not been defi- 
nitely determined by the Shell 
as whether or not all the raw 
gas will be treated, or whether 
just the engine fuel, and the 
product. Phillips plans to 
adopt the latter course. Both 
plants are planning water soft- 
ening units, the local water 
having about three grains of 
hardness. 
_ The plant being installed by 
the Phillips does not differ from 
this company’s standard layout, 
either in design, or the equip- 
ment used. It is designed to 
handle about 40 million cubic 
feet of gas per day. . 

Two distillation units, and a 
Tulsa type fractionating tower 
are being set up. Eleven 200- 
h. p. compressors are being set 
to handle the residue, the plant 
operating on field pressure. A 
three-inch welded gasoline line 
will be laid from the plant stor- 
age to a 15-car loading rack on 
the railroad. The operating 
personnel of the plant has not 
as yet been announced. O 
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This construction covered by 
U. S. Pat. No. 1,752,331. This 
device is also covered by 
foreign patents. 





See exhibit at the 7th International Petroleum Exposition 
in Tulsa, October 4th to 11th, 1930. Booth Nos. 106 and 107 


oF STOCKHAM 
RETURN BEND 


There is a STOCKHAM FITTING for every oil requirement 
ELECTRIC CAST STEEL—CAST ITRON—MALLEABLE 


STOCKHAM PIPE & FITTINGS COMPANY. Birmingham. Alabama 
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Chappell is supervising the con- 
struction of the plant for the 
Phillips. 

The plant being built by the 
Shell is Southwestern’ type, 
with a Jackson absorber. Al- 
though the plant will be cap- 
able of handling about 35 mil- 
lion cubic feet of gas per day, 
about 15 million is all that is 
expected will be put through 
it at first. The plant will be 
operated at 30 pounds pressure. 


The equipment includes two 
7500-gallon Southwestern dis- 
tillation units, and a high pres- 
sure’ stabilizer. It is’ not 
planned to make any by-prod- 
ucts, such as liquefied petro- 
leum gas. The gas _ treating 
plant will use the hypochlorite 
process, although the Shell is 
not as yet decided whether all 
the raw gas will be treated or 
not. 


The plant will be steam op- 
erated. Four Collins watertube 
boilers are being erected. The 
water for cooling the compres- 
sors handling residue and for 


use in making steam will be 
softened. 
The Shell’s gas gathering 


system has a 16-inch main line, 


with 12-inch and 8-inch branch 
lines. It is planned to run 
about 11,000 feet of 2%-inch 


welded line from the storage to 
the loading rack, which will 
accommodate ten cars. 





Raising the absorber tower on 





NEW EQUIPMENT 





Neilan Co., Ltd., Los Angeles, 
manufacturers of pressure con- 
trol equipment, have opened a 
branch office in San Francisco 
at 16 Avila Road. Wm. S. Wal- 
drip, who has been with the 
firm several years and is widely 
known throughout the United 
States, is to be in charge of the 
San Francisco branch. 





QO. Chappell, construction superintendent, Alex Ben, timekeeper, and Gale 
Thudium, chief clerk, on the job at the Phillips Petroleum Co. gasoline 
plant going in at Hobbs 


the Shell’s plant, Hobbs, N. M. 


“Resistance Thermometers’ 
is the title of a new booklet is- 
sued by the Leeds and North- 
rup Co., of Philadelphia, Pa. 
This revised edition of a pre- 
vious issue devotes considera- 
ble space to heating and venti- 
lating applications, and also in 
refrigerating plants, chemical 
plants and gas plants, with oth- 
er comparatively low tempera- 
ture uses. It lists precision 
equipment, thermometer indi- 
cators, temperature difference 
equipment, recorders, and ther- 


mometer controllers with ac- 
cessories. 

* * * 
M. W. Kellogg Co. 225 


Broadway, New York, has pub 
lished a new Bulletin No. 0101 
describing the de Florez tem- 
perature control for automatic 
firing of oil stills. 

The de Florez device is guar 
anteed to regulate oil outlet 
temperatures within two de. 
grees plus or minus of the tem 
perature selected by the opera 
tor. It may be used with either 
oil or gas fired stills or stills 
fired with both fuels simul 


taneously. 
* > ~ 


Cutler-Hammer Co. of Mil- 
waukee, has taken over the 
Reynolite division of the Rey- 
nolds Spring Co., Jackson, 
Mich., as a subsidiary, effective 
Aug. 1. The Reynolite line in- 
cluding balekite flush plates. 
plural plugs, ete., will increase 
the growing line of Cutler- 
Hammer. 
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Jobber Employs 3 Division Managers 
For 9 Bulk Plant Organization 


FREEPORT, Ill. 
ANAGEMENT of many 
smaller oil marketing 
companies is concerned 
with the use of division man- 
agers and field auditors in the 
internal organization. That an 
executive structure with minute 
division of responsibility is 
needed as a company expands is 
granted, but the specific ques- 
tion frequently revolves around 
the point in the size at which the 
additional executives are re- 
quired. 

H. W. Johnson of Freeport, 
[ll., operates the Johnson High 
Test Oil Co. with three division 
managers and a field auditor. 
Five executives comprise the or- 
ganization to manage nine 
bulk plants and 21 company 
operated service stations. 

Personal contact is the tie 
that knits the organization to- 
gether. Mr. Johnson spends 
about 75 per cent of the time on 
the road. The field auditor is 


Station 





By E. L. Barringer 


N. P. N. STAFF WRITER 


out about 95 per cent of the 
time. Through these personal 
contacts, and by relieving the 
division managers of all re- 
ports, the maximum amount of 
time is available for the real job 
of selling. 


The Johnson High Test Oil 
Co. has expanded into the one- 
stop merchandising field, but it 
still is an oil company. Ten 
years have passed since the com- 
pany was organized. About 
four years ago accessories were 
stocked in some outlying, neigh- 
borhood service stations. More 
than a year ago tires and bat- 
teries were added to the mer- 
chandise line at some larger 
stations. In the petroleum line, 
the company has followed the 
policy of marketing its own 
brands. In accessories, tires and 
batteries advertised brands are 
stocked. 

At the head of the organiza- 
tion is Mr. Johnson. His chief 
duties are to purchase the mer- 


chandise and to be the general 
supervisor. He has an office in 
the company’s headquarters in 
Freeport, Ill., but he remains at 
his desk only 25 per cent of the 
time. The other working hours 
he is on the road, calling on his 
division managers. He visits 
each unit at least once every 30 
days. The greatest distance he 
covers is 367 miles for the 
round trip from the Freeport 
office to the bulk plant. 

Responsible to Mr. Johnson 
are the three division managers. 
The territory is divided geo- 
graphically, and each manager 
is entirely responsible in his 
field. There is a manager for 
the properties in northwestern 
Illinois, another for southwest- 
ern Wisconsin, and a third for 
the Iowa properties across the 
Mississippi river. 

Division managers are re- 
lieved of all routine work, even 
making out reports. Any corre- 
spondence, or detail work, is 


Wins British Garden Guild Prize 


fe 
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Coombe Bridge filling station at Kingston By-Pass, Surrey, England, which won first prize in a competition for 


beautifying service stations in Great Britain. 


The competition was sponsored by the National Gardens Guild. 


In the June 18 issue of National Petroleum News on Page 91 was published a photograph of the Muswell Hill 
station. London, which was winner of another prize in the competition 
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handled by a stenographer em- 
ployed by each manager. The 
manager’s job is to sell, by so- 
liciting business and by training 
his personnel, and he is not 
hampered by detailed labor. 


Accounting details of the or- 
ganization, and checking stocks, 
have been divorced from the 
sales end. A field auditor was 
employed on June 1 to super- 
vise this department. 


About 95 per cent of the field 
auditor’s time is spent at the 
plants and stations. He travels 
no specified route, and advance 
notice is not sent out. His route 
is highly flexible, to the point 
that he may not visit a bulk 
plant for several weeks, then 
again he may audit a plant sev- 
eral days in succession. But the 
plan is to have the field auditor 
visit every unit at least once in 
every 60 days. 


Stocks also are under the ju- 
risdiction of the field auditor. 
He has to Keep a check on 500,- 
000 to 750,000 gallons of petro- 
leum products at all times. 


The accounting method of the 
Johnson High Test Oil Co. has 
been so arranged that each unit 
retains its identity in merchan- 
dising from the time the goods 
is purchased until it is sold to 
the consumer. Each unit stands 
on its own feet. The weaker 
stations are not covered up by 
the report. The status of each 
station and bulk plant is re- 
vealed each month. 


All merchandise purchased by 
Mr. Johnson is charged to the 
bulk plants at the cost price. 
The bulk plant has a wholesale 
price for its goods, and this 
price is charged to the service 
station. Thus the Johnson com- 
pany owned stations buy off the 
company’s tank trucks, the 
same as dealer stations. The 
bulk plant does not charge deal- 
er stations for goods, and deliv- 
er ‘free’? to the company sta- 
tion. 

Only in the monthly sum- 
mary sheet are all the figures 
welded into a complete picture 
of the Johnson Hi-Test Oil Co. 
And this summary is for the 
personal benefit of Mr. Johnson. 
It merely gives him the whole 
picture. All the business work- 
ing reports keep the units sepa- 
rate. 


The company also has an an- 
nual housecleaning on its ac- 
counts receivable. The fiscal 
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year ends Sept. 1, and all ac- 
counts more than four months 
past due are wiped off auto- 
matically. 

“If a man cannot pay his bill 
in 120 days, we figure that he 
never can,’ said Mr. Johnson. 


‘“‘All accounts more than four 
months past due go off the 
books. Technically speaking, 
they are forgotten. The aver- 
age, though, is for about 75 per 
cent of these accounts to be paid 
eventually.”’ 


New York Standard Uses Tags 
To Safeguard Credit Sales 


NEW YORK, Sept. 3 


TANDARD Oil Co. of New 
§ york is using a metal tag 

with the name of the 
customers embossed on it in 
type letters as a means of 
indentifying charge account 
customers at its service sta- 
tions and of expediting book- 
keeping by making charge 
slips more legible. 


This plan is in use in New 
York state and New England 
at Socony stations. It may 
later be adopted by Standard 
of New York’s_ subsidiaries, 
the Magnolia Petroleum Co., 
White Eagle Oil Corp. and 
General Petroleum Corp.; but 
no plans to this end have been 
definitely made, it was said at 
Standard’s headquarters at 26 
Broadway. 


The tags are similar to those 
used in addressing machines. 
They are enclosed in leather 
cases and may be carried by 
the customer or kept in his 
car or truck. 


When a= purchase at a 
Socony service station is to be 
charged, the customer gives 
the tag to the station sales- 
man. Instead of writing in the 
customer’s name and address 
at the top of the charge slip, 
the salesman inserts the tag in 
the billing machine at the 
proper place for the name and 
address, gives the tag a lick, 
and the name and address are 
inrprinted on the charge slips 
which are made out in tripli- 
cate. 

This operation saves time, as 
well as insuring identification 
and legibility, it was said. 

The tags are embossed at 
Socony’s district offices when a 
customer’s credit application 
is approved. In the case of 
commercial customers with a 
fleet of cars or trucks, a num- 


ber is also embossed on the 
tag. This number is identified 
with a certain car or truck of 
the customer so the customer 
can Keep an accurate record of 
the gasoline, oil or other pur- 
chases at a service station by 
that particular car or truck. 
A charge customer receives a 
tag for each car or truck he 
owns or operates. 


When names and addresses 
were written in by _ station 
salesman, it was said to be fre- 
quently difficult to make out 
the names and addresses al- 
though the salesmen were 
admonished to be careful 
about their writing. The new 
system has removed that possi- 
bility of error. 


The charge slips are made 
in triplicate so the customer 
may have one copy, the station 
one and the _ district office, 
where charge accounts are 
kept, the third. 


Commercial discounts are 
the practice in Standard of 
New York territory but the 
company said possession of a 
charge account tag _ did- not 
mean that the holder receives 
a discount of 2 cents a gallon 
on the gasoline he buys. To 
get the discount the customer 
must come within the category 
of commercial accounts as de- 
fined in the code of marketing 
prices, it was said. 


Asked if an estate owner 
having two or more passenger 
cars and possibly a truck or 
two would fall within the com- 
mercial account category, an 
officer of Socony said he would 
not. It was also said that, if 
the tag system should be in- 
troduced in territory of sub- 
sidiaries where no discounts 
are given commercial accounts 
at service stations at present, 
that no discounts would be 
given there. 








Partners Work Shift at Pump 
Twice a Week 


FREEPORT, III. 
VERY third day E. W. Greb 
FE and James Pollock, operat- 
ing the Freeport Petro- 
leum Corp., here, don their 
coveralls and work a shift at 
one of their service stations. 
The partners work at different 
stations. One day they work 
the morning shift, the next time 
the afternoon trick. 

Advantages claimed for the 
plan are closer contact with the 
customer, a closer check on 
their service, and closer contact 
with their employees. 

“We think we are the best 
service station attendants in 
Freeport,’ said Mr. Greb. “It 


is easy enough to tell the men 
how to do it, and what kind of 
service our company wants to 
give the public, but we get right 
down and do it ourselves. 

“We work at our stations 
every third day, one time in the 
morning, the next time in the 
afternoon and evening. It gives 
us a chance to check over our 
stations, see how they are being 
run, but best of all it brings us 
in contact with our customers. 


“You’d be surprised at the 
number of customers who no- 
tice that we are on the job, and 
not afraid to run our own gaso- 
line pumps. In case other work 
keeps us from working for sev- 


Welded Storage Tanks Withstand 


LOUISVILLE 
and riveted 


ELDED 
W ine oil storage tanks 
withstood a recent fire 


at the Ballard Petroleum Co.’s 
bulk plant here better than 
riveted tanks. Six tanks were 
subject to intense heat; four 
riveted tanks collapsed and two 
welded and riveted tanks were 
salvaged. 

About 43,000 gallons of gaso- 
line and kerosene were de- 


stroyed. C. M. Ballard, secre- 
tary-treasurer, believes the fire 
started from a rag which had 
worked back of the driver’s seat 
so it caught from the exhaust 
pipe. 

The driver overflowed the 
truck tanks in filling, and was 
unable to move the burning 
truck from under the loading 
lines. City firemen threw a 
stream of water on the hot 2- 
inch loading lines and valves 
and one broke, letting 17,000 


eral shifts customers notice our 
absence and will remark that 
they missed us.”’ 

Both partners are old Stand- 
ard Oil Co. of Indiana em- 
ployees; each worked for Stand- 
ard about 10 years ago. 

They have a bulk plant at 
Freeport, and operate four ser- 
vice stations. The fifth station 
is to be built, and will have en- 
closed lifts for lubrication ser- 
vice. The company sells three 
grades of gasoline under the 
Conoco brand of the Continen- 
tal Oil Co.; motor oils are 
Conoco germ process, Veedol 
and Valvoline. 

In the six years the Freeport 
Petroleum Corp. has been oper- 
ating the partners have been 
active in Freeport business and 
social life. Mr. Pollock now is 
a director of the Chamber of 
Commerce. Mr. Greb is inter- 
ested in Boy Scout work, the 
Country club, and fraternal or- 
ganizations. 


Bulk Plant Fire 


gallons of gasoline flow into the 
yard. Supports of the storage 
tanks buckled with this gaso- 
line burning underneath. 


One of the welded and riveted 
tanks was sold to a chemical 
company. The other was re- 
turned to service at the bulk 
plant. The rebuilt plant has 
large vertical welded = and 
riveted storage tanks on a con- 
crete base about 200 feet from 
the truck loading tanks. 








The tankyard after the fire at the Ballard Petroleum Co. plant, Louisville. 
and the one on the right, were welded and riveted tanks and were salvaged. 
and collapsed under the intense heat 








The second tank from the left, 
Those between were riveted only 
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7 uild UP greasing business 
- e e 
and profits with a GLOBE 
Globe puts a car up—SAFELY—where you can get 
- at all the lubrication points. There’s full provision for 
c ample ‘‘working room’’—least obstruction to quick, 
$ efficient, business-like handling of the job. There are no 
1 adjustments to make, no packing-glands to keep packed The “hi-preg” cup leather de- 
A and tight against the hydraulic pressures, the piston rod sign in Globe Auto Hoists keeps 
1 is always clean and unsmeared, there are never any finished all hydraulic pressure—and all 
surfaces exposed to dirt and water above-ground, attend- oil —not only below ground but 
ants are in full view of the gas pumps and building en- = below the piston rod. 
: i ; : ence, above ground you will 
trance, men and women drive ona Globe easily, without Cindi als n Bieeiniaa tee 
fear or nervousness AND profits per job increase, while whieh. the pistes sed sneces. 
the increase in business builds up and up and UP. Nothing to tighten, or turn, or 
Be on the Up and Up with a Globe Auto Hoist. It’s pe ar warty aes, Theae's a 
the Globe’s Best. lot of difference between the 
packing-gland and the “hi- 
preg”? designs. You owe it to 
: yourself to know about it. 
Globe Machinery & Supply Company Simply say: ‘What do you 
mean, — hi-preg?”’—and_ we'll 
205 W. Court Avenue Des Moines, lowa take the cue. 
j 
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GLOBE HOIST 


REG. U.S. PAT.OFF 
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EARNING © 
AND 
SELLING 


5 MODELS TO CHOOSE 
FROM—Made in both 
Free-Wheel and 
Drive-On Types. 














Jue as 


up-to-date 
gasoline 
pumps increase 
your service and 
help you sell more 
gasoline, so the 
Ottawa Lift is the 
modern method of sell- 
ing grease and service 
—more profit on each job 
and more jobs to handle. 


Stop the “Passing” Business 


An Ottawa Lift is a sign board 
that never fails to stop passing 
business. Your name brings full 
information—also details of the 
new Ottawa All Electric Grease 
Gun, a ruggedly built gun, simple 
in design and operation, with many 
superior features—a fitting companion 
to the Ottawa Lift. 


OTTAWA MANUFACTURING CO. 


237 Fuller St. Ottawa, Kansas 





‘Machinery Builders for 30 Years 


eae et 
BETHLEHEM 


WAX PLANT EQUIPMENT 

















Filter Presses Wax Moulding Presses 
Wax Distillate Chilling Machines Scale Wax Cooling Drums 
Wax Testing Presses Paraffine Wax Sweater Plants 





Complete Wax Plants designed and built 
Pumps, Stills, Towers, Condensers, and other Oil Refinery Equipment 
Oil Burning Systems 


BETHLEHEM STEEL COMPANY, General Offices: Bethlehem, Pa. 


District Offices: New York, Boston, Philadelphia, Baltimore, Washington, Atlanta, 
Pittsburgh, Buffalo, Cleveland, Cincinnati, Detroit, Chicago, St. Louis 


Pacific Coast Distributor: Pacific Coast Steel Corporation, San Francisco, Los Angeles, Portland, 
Seattle, Honolulu 
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On The Lazy Bench 





Ho Hum. It’s a great life if you 
don’t week-end every night. 
* * * 


Toast to the June Bride 
(Business of holding the wassail 
cup): “I give you the bride—that 
she may not give herself away.” 
—Indiana Petroleum Marketer 
a ok eo 
His Version 
A teacher in a grammar school 
wished to impress on her pupils the 
importance of being original, so she 


| said: 


“Thomas, repeat these sentences in 
your own words: ‘I see a cow. The 
cow is pretty. The cow can run.’” 

“Lamp de cow. Ain’t she a beaut? 
An’ say, baby, she sure can step!” 

—Pure Oil News 
* * * 

“My good man, you had _ better 
take the street car home.” 

“Sh’ no ushe. Wife wouldn’t let me 
keep it in the houshe.” 

—The Diamond 


Ba * 


Down in Arkansas a man_ was 


| tried for assault and battery with 


intent to kill. The state produced 
as evidence the weapons used: a rail, 
a gun, saw, and rifle. The defend- 
ant’s counsel exhibited, as the other 
man’s weapons, a scythe blade, pitch- 
fork, piston, dog, razor, and _ hoe. 
After being out several hours the 


| jury gave this verdict: “We, the 





jury, would have given a dollar to 
see the fight.” 
—Heil Quality News 
* * * 

Teacher: “How many days in each 
month?” 

Johnny: “Thirty days has Septem- 
ber, 

All the rest I can’t remember 
The calendar hangs upon the wall, 
Why bother me with this at all?” 
—Pure Oil News 
* * ca 

“Your father looks very distin 
guished with his snow-white hair,” 
said the elderly man. 

“Ah, yes,” agreed the wild son 
proudly. “He has me to thank for 
that!” 

~The Diamond 
ok * a 


Teacher: “Johnny, what is it that 
combines the animal and bird king- 
dom?” 

Johnny: ‘“Horsefeathers.” 

—Indiana Petroleum Marketer 
* * * 

Henry: “What is puppy love?” 

Eddie: “The beginning of a dog’s 
life.” 

—Skelly News 
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with dates below as compiled by A. P. I. 


Crude Production by Fields 


By Telegraph—Daily average gross output, by fields in U. S., for week ending 














PRODUCTION SUMMARY 


Production east of Rockies 


Decrease 


Total production in U. 


Decrease 
Crude oil imports 
Increase 


Total new crude supply 














Increase 
OKLAHOMA 

Sept. 6 Aug. 30 
Allen Dome ....... 15,700 15,100 
OIE ion ccseid ait 1,300 1,200 
Asher, West .... 9,250 8,750 
Blackwell .......... 2,950 2,950 
BOWES  ..cccc00000 14,850 14,400 
oro) 3,300 3,300 
Bristow-Slick .. 15,200 15,250 
Burbank. ...........3 15,500 15,500 
COGP CHG sccssisscs 8,400 7,600 
Cromwell .......... 7,450 7,400 
CUBBIE. ..<<0..540 13,350 13,400 
Davenport ........ 1,200 1,200 
Duncan Dist..... 9,450 9,450 
Barisboro ......... 19,650 21,900 
Earlsboro, East 14,800 15,200 
Earlsboro, So. .. 10,850 9,900 
PORE uiaienscbintccsace 1,150 1,150 
CORIO sicicatsnstaes 4,600 4,600 
GFARAM  .....ics0 3,250 3,250 
Healdton ........... 11,850 11,900 
PRG WEEE | cisssccsaccess 7,050 7,100 
FRUDDGIS. 6 .c00c.0000 1,450 1,450 
KONR WE « .nccccoccees 21,300 14,100 
Little River ...... 22,650 22,700 
Little River, 

MIG - catencceserve 14,150 13,000 
Logan COs sic 4,600 4,700 
jo eee 2,500 4,150 
MEISBION:.  cessnsss.... 6,400 6,650 
Oklahoma City.. 105,350 121,300 
Okmulgee, 

FWGPGE  cxcecccessss 10,250 10,250 
Okmulgee 

oo 7,000 7,000 
Osage (Outside 

Burbank) 25,350 25,350 
Papoose 2,550 2,500 
Pearson .... 700 750 
Sasakwa a 4,050 4,950 
St. EQUIP «.......<0- 23,650 23,500 
Scholem-Alech- 

ree een 14,000 13,500 
Searight 7,550 7,500 
Seminole 14,000 14,800 
Seminole, East.. 2,250 2,350 
"PUM oc ceccssevess 700 700 
Tonkawa 6,400 6,400 
Wewoka 3,700 3,700 
Yale-Jennings .. 7,750 7,800 
COENGESD Sc icescesnccaaes 65,600 65,600 

Total, Okla- 

Co ae 565,000 574,200 

POI a ickavsacssiecsensisecests 9,200 

KANSAS 
Augusta-Fox 

AL stcidiccvccs 2,650 2,650 
Churchill ........... 3,600 3,600 
El Dorado 

Towanda ...... 13,800 13,800 
Florence-Covert 750 750 
Greenwood Co... 19,000 19,050 
3205). een 2,550 2.650 
Peabody-Elbing 2,500 2.500 
Rainbow Bend.. 1,050 1,050 
FRUIGSOED ssccicssscccse 3,300 3,300 
Sedgwick Co. .. 20,150 19,500 
VOSRIOEE cccececesccses 8,200 10,250 
Others 86,000 36,500 





Total, Kans. 113,550 
Decrease 


115.600 
2,050 


NORTH LOUISIANA 


ar 
9 850 


2a 


Caddo, light. 
‘addo, heavy 


97 
Wao 


Pou 


SeaUAW AUR ELARaKaedcddcocncsdcvenseuseniecseseesselacetonasnas 
Te. Binwens 
Klacdaicabanccedesinsbudduntdisayisadenuming testi Nesesecvenuie 


Pere erer erie errr etree terete iri ii) 














Sept. 6 Aug.30 
kadenouee 1,830,750 1,858,350 
27,600 
decsieuue 2,437,050 2,461,350 
24,300 
211,570 150,855 
60,715 
dinduesess 2,648,620 2,612,205 
36,415 
Sept. 6 Aug. 30 
Cotton Valley.... 1,950 2,000 
De Soto and 

Red River .... 3,050 3,050 
Haynesville ...... 4,750 4,750 
Li. ese eeeaerer ee 1,100 1,000 
PROMISE osscccciccasss 3,500 3,500 
Sarepta-Carter- 

i ee 2,700 3,300 

5,250 5,250 

y 4,300 4,350 
GCPETIODD icisccsscctares: 1,950 1,700 

Total, North 

Louisiana .. 40,450 40,800 

I aka ti Sse wcncptuscudnie 350 

ARKANSAS 
Champagnolle .. 3,750 4,250 
El Dorado ........ 4,050 4,200 
1S, iene 900 950 
INGVEGS. oo. ccicecses.. 1,000 1,000 
Smackover, 

WOMENS case cescccscees 5,050 5,100 
Smackover, 

To ee 36,750 37,250 
Stephens ............ 900 900 
CTEMIGPO sisscinsso<e0.00 1,000 1,05 

Total, Ark. 53,500 54,700 

BRISGIORRR: -siciecdiccnnciia 1,200 


ROCKY MOUNTAIN 


Wyoming 
Big Muddy.. 2,000 
Elk Basin 700 
Grass Creek 2,050 
Labarge ....... 1,900 
Lance Creek 100 
Lost Soldier 4,100 
Oreg. Basin 2,500 
Rocky River 2,200 
Salt Creek.... 24,850 
Others ........ 5,150 
Total, oe 
Wyoming 45,550 
ICON OGIG. ccccicncsccsdcaine 
Montana 
Cat Creek.... 1,150 
Pondera ...... 2,050 
Sunburst 5,850 
CMG cccecsi. 50 
Total, —_—— 
Montana 9,100 
OU se iicccneae 
Colorado 
Florence ...... 500 
Fort Collins 1,250 


Moffat (Craig) 1,150 





CHOIRS. ssccc... 1,600 
Total, - 
Colorado 4,500 
RUOUCOURE ie csciscaiccdcdicione 

New Mexico 

MITORIB  ....:... 700 

Hobbs High 36,900 

Balance Lea 
County 7.300 

Hogback 400 

Rattlesnake.. 1,300 

Table Mesa.. 100 

Others «....... 200 
Total, —— 


New Mexico 46,900 
Increase 
Total, Rocky 
Mountain 
Increase 


2,000 
750 
2,100 
1,950 
100 
3,700 
3,000 
2,100 
29,000 
5,000 
49,700 
---4,150 


1,150 
2,350 
5,850 

50 


9,400 


sian 300 


400 
1,300 
1,150 
1,600 


4,459 


700 
30,550 


7,000 
450 
1,300 
100 
100 





40.200 
.--6,700 


106.050 103,750 


TEXAS 
(OUTSIDE GULF COAST) 
Panhandle District 

Sept. 6 Aug. 30 


Carson Coy. ....... 8,350 9,000 
cl, Ae oe 67,100 70,800 
Hutchinson Co. 20,800 21,600 
Wheeler Co. .... 700 750 
oo ees ; 500 350 
Total, Pan- 
handle Tex. 97,450 102,500 
PUNO cccceudignccumiicicianixenas 5,050 
North Texas 
Archer Co. ........ 15,150 15,100 
Burkburnett .... 7,700 7,700 
TONE. ccsccicsscens 10,550 10,600 
Iowa Park and 

2 OF 5,300 5,300 
Montague- 

0 ae 9,950 9,850 
Wilbarger ........ 20,800 21,800 
PROB sai sisdecenceccs 1,750 1,750 

Total, North 

Texas. ........ 71,200 72,100 

RGEC sg cssicsdccscxcceseininacecas 900 


West Central Texas 


Brown Co. ........ 5,900 5,900 
Callahan Co. .... 3,100 3,100 
Coleman Co. .... 2,850 2,850 
Eastland- 

Desdemona .. 5,350 5,400 
A A 2,500 2,500 
Palo Pinto Co... 500 500 
Shackleford Co. 6,800 6,950 
Stephens Co. .... 5,550 5,600 
Throckmorton 

County ....... : 750 750 
Young Co. ........ 16,800 16,850 
i), ere 1,900 1,950 





Total, West 
Cent. Tex... 52,35 
J) oy. ne eee eee na taney: 35 
West Texas 
Crane and Up- 


ton Co.’s......... 39,150 38,800 
Crockett Co. .... 2,200 2,200 
BCUOP COOK cccesscsice 6,100 7,300 
Howard Co. ...... 22,700 22,750 
SOMES “CO. oiccccines 1,300 1,300 
Mitchell and 

Scurry Co’s.... 2,200 2,200 
Reagan Co. ...... 22,400 21,950 
Winkler Co. .... 68,200 68,450 
br) "eee 103,800 104,450 

Balance Pecos 

CARR t ica oeoe 3,250 3,550 
COI sionccchescecas 4,650 4,700 


Total, W. Tex. 275,950 277,650 
PIGCROOBG aici cccacceinagscsixesch he 
East Central Texas 


Boggy Creek 2,900 2,900 
Corsicana- 
Powell ........ 5,600 5,550 
CPTI cnexcssisz 500 400 
1 Co ee 4,600 4,650 
Nigger Creek 150 150 
Richland 200 200 
Van Zandt.... 25,400 25,250 
Wortham 800 800 

Total -—— —__—_—. 

East Central 

Texas 40,150 39,900 

WINCEOOR ican eee 

Southwest Texas 

Chapmann 

Abbot ...... 3,650 9,000 
ERI. -cutainveders 300 300 
Darst Creek 42,300 42,300 
Laredo Dist. 13,600 13,800 
Fo 9,000 9,000 
Lytton 

Springs .... 850 850 
Salt Flat 16,500 16,500 
Somerset 1 #00 1,600 
Others ..... 600 690 


Sept. 6 Aug. 30 


Total, 





Southwest 
Texas 
Decrease 


Total, Texas 


(Outside Gulf 
625,150 638,450 


Coast) 
Decrease 


88,400 


Ssacnceaseeusccstecses 5,550 


GULF COAST 
Coastal Texas 


Barbers Hill .... 
OR vcacedusonicns 
Big Creek 
Blue Ridge . 
Boling 
Damon Mound 
Esperson 
Fannett 
Goose Creek .... 
Hankamar 
Hull 
Humble ....... i 
North Dayton 
Orchard 
Orange Co. 
Pettus ... 
Pierce Junct. 
Port Neches . 
Raccoon Bend.. 
Refugio Co. ...... 
Saratoga 
Somerville .... 
Sour Lake . 
So. Liberty 
Spindletop ........ 
Sugarland .......... 
West Columbia 
Others 


Total, Coastal 
{. : —_——— 
Decrease ..... 


18,900 
1,150 
3,500 
2,000 
1,000 

700 
2,750 
700 
4,600 
1,900 
8,950 
21,000 
900 
2,300 

200 

700 

850 

450 

300 

150 

100 

150 

,250 

3,500 
16,900 
11,900 

4,300 

2,500 


-_ 


te 
bo bo OO bo bo I bo 


179,600 


93,950 


13,300 


19,200 
1,100 
3,800 
1,700 
1,000 

700 
2,700 
900 
4,500 
2,100 
8,600 
23,500 
900 
2.500 
2,200 
6,750 

12,400 
1,700 

11,900 

28,650 
1,000 
1,400 
2,200 
3,600 

16,850 

12,100 
3.900 
2.500 


180,350 


io 


Coastal Louisiana 


E. Hackberry.... 2,400 
Old Hackberry 1,050 
i 400 
Evangeline ...... 2.050 
Lake Barre ...... 1,100 
Lockport .......... 2,700 
Port Barre ........ 3,300 
Sulphur Dome.. 3,100 
Li. ee 4,550 
White Castle .... 1,200 
CRIN iiicssitecs cance 2,750 
Total, Coastal 
Louisiana .... 24,600 
Decrease .... 
Total, Gulf 
CI iscsi: 204,200 
Decrease .............. ~ 
CALIFORNIA 
Dominguez ....... 10,000 
Elwood-Goleta.. 40,000 
Huntington 
seach ...... 27,800 
Inglewood ..... 17,500 
Kettleman 
BONN gcccsecuctdens 16,000 
Long Beach ...... 101,000 
Midway-Sunset 64.000 
Playa del Rey.. 19,000 
Seal Beach.... 78.500 
Santa Fe Spgs. 106,000 
Ventura Ave. 47,000 
Others ................ 139,500 


Total, Calif... 606,300 


Increase 


EASTERN 
(Not including 
| ie 113,500 
Decrease = 
MICHIGAN 
Mt. Pleasant 6.550 
Muskegon 2.500 
Saginaw 200 
Total, Mich. 9,350 


Decrease 


2,300 
1,100 

500 
2 160 
1.100 
2,700 
3,359 
3,000 
5,350 


4,350 


206,200 
...2,000 


10,000 
35,500 


28,700 
17,500 


15,000 
104,500 
64.000 
13,900 
20 000 
107,800 
47,500 
139,500 


603.000 
3,300 


114,500 





Compilation Of Mid-Continent Refinery Operations 
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Mid-Continent Refinery Operations, Week Ended Sept. 5 (By Telegraph) 













































































North & West North Total Week 
Kansas Oklahoma Cent. Texas Texas La.-Ark. Ended Sept. 5 
Plants Reporting.... 1 29 25 15 12 93 
Da. Av. Cap. (Bbls.).. 94,500 161,700 106,100 82,000 77,000 521,300 
Da. Cracking Capacity 30,700 52,600 17,200 5,000 22,700 128,200 
Da. Av. Crude Runs.. 58,175 + 2.7 92,126 — 5 67,308 + 1.9 33,459 — 13.2 32,538 — 26.4 283,606 — 7.0 
Da. Av. Ocher Oils... 9,263 + 23.7 3,194 — 59.6 1,895 — 53.3 4,054 — 32.9 18,293 + 3.3 36,699 — 15.1 
GASOLINE—Gallons 
Stocks, Aug. 29.. 12,863,000 50,020,000 25,854,000 11,365,000 11,490,000 111,592,000 
Prod. 8-29 to 9-5.. 10,321,000 + 6.5 16,093,000 — 7.0 9,227,000 — 13.8 3,160,000 — 14.3 4,876,000 — 17.4 43,677,000 — 7.6 
Ship. 8-29 to 9-5 12,698,000 + 15.3 21,701,000 + 0.6 9,085,000 — 4.5 4,216,000 — 35.3 5,809,000 — 5.6 53,509,000 — 2.3 
Stocks, Sept. 5 10,486,000 — 18.5 44,412,000 — 11.2 25,996,000 + 0.5 10,309,000 — 9.3 10,557,000 — 8.1 101,760,000 — 8.8 
Ratio Sales to Prod... 123.0% 134.8% 98.5% 133.4% 119.1% 122.5% 
KEROSENE—Gallons 
Stocks, Aug. 29 7,894,000 11,496,000 2,637,000 101,000 758,000 22,886,000 
Prod. 8-29 to 9-5 1,663,000 — 6.6 1,969,000 — 12.8 994,000 — 23.2 315,000 +668.2 4,941,000 — 8.8 
Ship. 8-29 to 9-5 2,199,000 + 14.4 2,260,000 — 10.4 966,000 — 18.8 fy rg 326,000 + 26.4 5,751,000 — 3.4 
Stocks, Sept. 5 ‘ 7,358,000 — 6.8 11,205,000 — 2.5 2,665,000 + 1.1 101,000 747,000 — 1.5 22,076,000 — 3.5 
Ratio Sales to Prod... 132.2% 114.8% 97.1% 103.5% 116.4% 
STOVE DISTILLATE—Gallons 
Stocks, Aug. 29 5,040,000 4,090,000 601,000 251,000 740,000 10,722,000 
Prod. 8-29 to 9-5 492,000 + 24.2 908,000 + 3.5 334,000 + 40.9 77,000 — 23.0 22,000 + 37.5 1,833,000 + 12.7 
Ship. 8-29 to 9-5 411,000 + 13.5 781,000 + 39.0 238,000 —- 27.9 106,000 + 32.5 22,000 + 37.5 1,558,000 + 15.4 
Stocks, Sept. 5. ; 5,121,000 + 6 4,217,000 + 3.1 697,000 + 16.0 222,000 — 11.6 740,000 10,997,000 + 2.64 
Ratio Sales to Prod... 83.5% 86.0% 71.3% 137.7% 100.0% 85.0% 
GAS OIL—Gallons 
Stocks, Aug. 29.... 5,819,000 46,051,000 2,835,000 4,580,000 5,882,000 65,167,000 
Prod. 8-29 to 9-5 939,000 + 29.3 2,209,000 — 15.8 978,000 + 24.3 253,000 — 69.9 2,105,000 — 16.8 6,484,000 — 13.6 
Shin. 8-29 to 9-5 602,000 — 49.0 1,537,000 — 36.9 972,000 — 58.7 377,000 — 43.2 2,024,000 — 4.9 5,512,000 — 37.1 
Stocks, Sept. 5 P 6,156,000 + 5.8 46,723,000 + 1.5 2,841,000 + 0.2 4,456,000 — 2.7 5,963,000 + 1.4 66,139,000 + 1.5 
Ratio Sales to Prod... 64.1% 69.6% 99.4% 149.0% 96.2% 85.0% 
FUEL OIL—Gallons 
Stocks, Aug. 29 32,218,000 52,121,000 71,073,000 21,974,000 16,891,000 194,277,000 
Prod. 8-29 to 9-5.. 4,144,000 — 13.3 4,914,000 — 3.4 8,111,000 + 3.1 3,926,000 — 22.0 4,085,000 — 8.3 25,180,000 — 7.5 
Shin, 8-29 to 9-5. 4,926,000 — 6.9 5,557,000 + 5.9 7,666,000 +129.5 4,213,000 — 32.5 4,058,000 — 20.6 26,420,000 + 4.7 
Seovks, Bent. 3.60.00 31,436,000 — 2.4 51,478,000 — 1.2 71,518,000 + 0.6 21,687,000 — 1.3 16,918,000 + 0.1 193,037,000 — 0.6 
Ratio Sales to Prod... 118.9% 113.1% 94.5% 107.3% 99.3% 104.9% 
Gasoline Produced by Various Methods, Week Ended September 5 
= init % of % of North & % of West of Louisiana- % of £ of 
Kansas Total Oklahoma Total Cent. Texas Total Texas otal Arkansas’ Total Total otal 
Straight Run. 6,178,000 60.0 9,544,000 59.3 6,430,000 69.7 2,747,000 86.9 1,153,000 23.6 26,052,000 59.6 
Cracked. . 3,740,000 36.1 5,124,000 31.8 1,652,000 i> 304,000 9.6 2,686,000 55.1 13,506,000 30.9 
Natural 403,000 3.9 1,425,000 8.9 1,145,000 12.4 109,000 $5 1,037,000 31.3 4,119,000 9.5 
Total 10,321,000 16,093,000 9,227,000 3,160,000 4,876,000 43,677,000 
+ or — columns are % changed over previous week. 


Record Cut in Mid-Continent Gasoline Stocks 





Staff Special—By Telegraph 

TULSA, Sept. 8 

NEW record in gasoline stock re- 

A duction was set up by Mid-Con- 

tinent refiners reporting to this publica- 

tion in the week ended Sept. 5. Asa 

result of the heavy Labor Day ship- 

ments and lower output of the 93 re- 

porting plants withdrew 9,800,000 gal- 
lons of gasoline from storage. 


Crude runs for the week averaged 
only 283,606 barrels per day, the low- 
est record which has been made since 
the inclusion of the West Texas refin- 
ing district in the weekly report. As 
compared with the last week of Au- 
gust crude runs were lower by 21,300 
barrels daily average. Partly refined 


74 


oil runs were cut 6600 barrels daily av- 
erage. 
The lower 


throughput rate resulted 


Summary for 


in a reduction in gasoline output of 3,- 
500,000 gallons. Gasoline stocks on 
Sept. 5 totaled 101,760,000 gallons which 


the Month 


Production and shipments, all reporting refineries, for four weeks ended 


Sept. 5. 


7ASOLINE 

Gallons 
189,863,000 
211,864,000 


Production 
Shipments 


Net change in stocks ...... —22,001,000 
Ratio sales to production 111.6% 
KEROSENE 
I i vosicksssssanwapav canvases 22,145,000 
PUN os icuscs spe cusectucessis 20,623,000 
Net change in stocks ...... +1,522,000 
Ratio sales to production 93.1% 
STOVE DISTILLATE 
NING och ss Sc svesnessasnecns 6,920,000 
Ne Ly | | fi eee 5,380,000 


Change in stocks figures from Aug. 8. 


Gallons 
Net change in stocks ...... +1,540,000 
Ratio sales to production 77.72% 

GAS OIL 

TINE | si. cascdevactciasexceccccxs 25,685,000 
ROO TIEE ov vciavcecscescasicessvesss 23,644,000 
Net change in stocks ..... +2,041,000 
Ratio sales to production 92.1% 


FUEL OIL 


PPOTIOR. Kisicsniicinccccscccsccosss 109,891,000 
EIEN. ccdinsansccenncanecescinnns 113,607,000 
Net change in stocks ...... —3,716,000 
Ratio sales to production 103.4% 
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AMERICAN 
PETROLEUM 
REFINING 


by 
H. S. Bell 






HAx you seen the new 
edition of AMERICAN 
PETROLEUM REFINING 
just out? Every detail of 
refinery practice is brought 
down-to-date in this one 
volume. 







Among the outstanding recent 
developments, Mr. Bell goes 
thoroughly into vapor phase 
cracking, production of high 
compression gasoline, the de- 
velopment of modern pipe | 
stills, use of Diesel engines in 
oil pumping, chemical crack- 
ing with aluminum chloride, | 
new methods of treating lu- 
bricating oils and light oils, 
removing of amorphous waxes 
to allow manufacture of low 
cold test lubricants, distilla- 
tion, fractionation, methods 
of testing, plant design, stor- 
age of oil, volume measure- 
ments, etc. 


In AMERICAN PETROLE- 
UM REFINING you have a 
complete analysis of refinery 
operation, engineering, plant 
management and equipment 
design of the modern oil re- 
finery. 





If you are a refinery superin- 
tendent, engineer. chemist, 
construction foreman or am- 
bitious refinery employee— 
you will find this new volume 
by H. S. Bell, consulting 
engineer, of inestimable value 
in your work. 


Get your copy of AMERICAN 
PETROLEUM REFINING 
today! 








Illustrated $6 postpaid 





550 pages 





NATIONAL PETROLEUM NEWS 
Penten Bldg., Cleveland, Ohio 


Send me the new edition of AMER- 
wy PETROLEUM REFINING by 
S. Bell. Enclosed is $6. 


POee POE UC UC CE OSE CEEO COE CCee reer) 


Cee e eee m eee rete eee e teers eee eeee 
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was 2,400,000 gallons lower than on 
the corresponding date last year. 

Kerosene stocks were cut 800,000 gal- 
lons during the week as a result of 
the lower production. Distillate and 
gas oil. ocks increased. Fuel oil 
stocks weie reduced when shipments 
increased slightly and output was re- 
duced. 


Purpose of Tennessee 


Protest Indorsed 


CLEVELAND, Sept. 8.—Members of 
the Arkansas Code Committee at their 
meeting in Little Rock recently in- 
dorsed the purpose of the resolutions 
adopted by the Tennessee Oil Men’s As- 
sociation last month, but took no other 
action on the Tennessee measures. 


One resolution condemned the prac- 
tice of posting one tank wagon price 
for gasoline and selling gasoline’ to 
dealers and large consumers at a dis- 
count from the posted price. Commer- 
cial discounts at service stations were 
also condemned. The other resolution 
provided for giving the first resolution 
publicity throughout the marketing di- 
vision of our industry. 

John A. Welch, Louisiana Oil Refin- 
ing Corp., was elected chairman of the 
Arkansas committee, and W. S. Kotch, 
vice-chairman. J. C. Shoo, Jr., is see- 
retary. 


Anglo-American Prepares 
For Big Asphalt Trade 


LONDON—The Anglo-American Oil 
Co. has just placed a contract for the 
construction of four tanks, each 30 feet 
in diameter and 30 feet in height, for 
storing the asphalt which this firm has 
begun to export from Fawley, near 
Southampton, to the Continent, in hot 
liquid form for roadmaking. 

This asphalt, which is a residue of 
oil distillation, is pumped at the rate of 
168 tons per hour through a half mile of 
steam heated insulated pipes to the end 
of the jetty, where a specially construct- 
ed ship with steam-heated tanks re- 
ceives it and keeps it in its hot liquid 
state throughout the voyage until ready 
for delivery on the Continent. 

Several loads of 2250 tons each have 
been sent with success to Germany and 
Italy. The new storage tanks will en- 
able the asphalt to be kept in its easily- 
handled form until required for pump- 
ing to the tanker, or into steam-heated 
rail tank cars, or to the plant where 
1500 barrels of metal drums are filled 
each day. 


— 


The Attock Oil Co. operating in India 
in 1929 produced 480,222 barrels of 
crude or 170,000 barrels more than the 
preceding year. 

















Accept Freedom 
from Costly 
Joint Leaks 


With The Compliments of the 
Key Graphite Can 


Joint leaks in new and old lines, 
hard-to-break connections and cor- 
roded joints are costing you money. 


A trial of Key Graphite Paste costs 
you nothing. We are glad to pay 
for it. Yet it will prove to you, as 
it has to hundreds of others, that 
leaks can be a thing of the past. 


In lines carrying every petroleum product, 
including Hot Oil, Kerosene, Gasoline, 
and Distillate—and in Hi igh Pressure 
Steam and Acid lines as well, Re Graphite 
Paste forms connections that hold 100% 
tight until you want them broken. 


This sealer is non-corrosive and non- 
setting. Thus it never causes a frozen 


connection, nor allows destruction of 
Its lubrication makes 


threads by rusting. 
for the speediest 
possible making 
up of joints and 
connections. 
Water only is 
necessary to 
thin it. 


Put Key Graph- 
ite to the test 
in your own 
work. Give it a 
hard job. Then 
form your own 
opinion. The 
coupon will 
bring you a lib- 
eral trial sup- 
ply. 





Listed by the National Board 
of Fire Underwriters 


NPN 8-27-30 
Key Boiler Equipment Co., 
East St. Louis, Ill. 


Please send me a free test supply of Key 
Graphite Paste. 


Company. 


Address 








Requested by. 














SiIncLAIR THREE-GAS SERVICE... 
... let this real merchandising service 


increase your vallonage! oe 


Here’s the new way—the progressive way—to sell gasoline! You give a motorist not only a brand that 
assures — but a type that fits his engine and his own driving habits. Today—with changing engines 
and varying driving conditions—no one kind of gasoline can satisfy 

every motorist and serve every purpose! 


























Sinclair Dealers now offer three gasolines that give three different 
performances! 


Sinclair Aircraft Gasoline, the Ace of high test gasolines... gives fast 
starting and zooming acceleration, brilliant action in traffic and sporty 
performance on the road. Sinclair Aircraft is the Ace of high test gas- 
olines because it is specially manufactured at Sinclair Refineries, 
meeting the requirements of the Federal Specifications Board for Avia- 
tion Gasoline—domestic grade—and gives sustained power. Due to 
its careful fractionation it is free from dissolved gases which cause gas 
locks, uneven distribution, galloping and engine balk. 


Sinclair H-C Gasoline ... stops knocks and keeps them stopped even 
on long hills . . . H-C is high compression fuel with a four-year record 


of superior engine performance— all gasoline— nothing added! 
And—if a customer prefers to pay Cc 
s . ’ 
-e cents less pe — there 
three cents less per gallon—th 8 snr, 


Sinclair Regular ecient econ- 
omy and mileage — full of eager power. 
The quality gasoline at a popular price. 
Let your customers choose their gas 
from these three remarkable gasolines 
—remember they’re all gasoline, noth- 
ing added! Sinclair Three-Gas Service 
will increase your gallonage! 


SINCLAIR REFINING COMPANY, INC., 45 Nassau Street, New York— Atlanta, Chicago, Houston, Kansas City 
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Gasoline Buying Active in Middle West 
But Slow in Seaboard Markets 


ASOLINE markets in the middle 
west and the Mid-Continent 
advanced during the first week 

of September as jobbers bought 
heavily to replace the motor fuel sold 
during the Labor Day week end. The 
buying also had been heavy the last 
week of August in anticipation of La- 
bor Day business. 

In the Mid-Continent advances in the 
price of 58-60 U. S. Motor ranged 0.5 to 
0.75 cent per gallon. Central States re- 
finers also generally raised their prices 
to 6.25 cents per gallon. Some lower 
priced gasoline was in the hands of 
carlot. marketers who had _ bought 
earlier for delivery in September. 

The advance centered largely on 
U. S. Motor. More volatile products 
were not raised comparably. Some fac- 
tors were selling 60-62 400 end point 


gasoline at the U. S. Motor price. 

Outside of the Mississippi valley gas- 
oline markets were not as active. On 
the Atlantic coast particularly there 
was little gasoline buying after Labor 
Day. Apparently the pre-holiday buy- 
ing was large enough to meet imme- 
diate requirements of the jobbing trade. 

On the Pacific Coast conditions were 
still disturbed. Pending settlement of 
the new crude proration level buyers 
have been holding up orders. Apparent- 
ly their theory has been that if crude 
production is not cut they may be able 
to buy at lower prices. 

Export markets again were without 
buying activity. More boats were laid 
up for want of charters during the 
week and inquiries of the previous 
week for gasoline have not resulted in 
new business. 


With the approach of cold weather 
burning oil markets have become 
slightly more active. Competition in 
the New York and Boston districts for 
gas oil and furnace oil business has 
become increasingly keen. Tank wagon 
prices on furnace oil were cut 0.25-cent 
per gallon during the week although 
wholesale prices were not affected. At 
New York gas oil prices were lower. 
A cargo of gas oil from California was 
reported sold at 85 cents per barrel but 
this had no apparent effect on the Gulf 
Coast market. 


Although neutral oil buying increased 
slightly in western Pennsylvania there 
was no general improvement in lubri- 
eating oils. Wax trading was mostly 
for future shipment with few price 
changes. 





Chicago Gasoline Market Advanced Half Cent 


Staff Special 

CHICAGO, Sept. 6 

DVANCES of 0.5 cent in spot tank 

A car prices for U. S. Motor gaso- 

line and a continued bullish tone 

to the general gasoline market were the 
features of the week ended Sept. 6. 

A decided improvement in spot gaso- 
line buying was noticeable last week, 
(specially during the first few days fol- 
lowing the Labor Day holiday. This was 
partly accounted for by the added gaso- 
line consumption which usually occurs 
over a three-day holiday and partly by 
the advances in spot tank car prices. 
Sellers generally reported doing a fine 
business, especially those carlot market- 
ers who had some gasoline “long” which 
they were able to offer at or under the 
general low range of the market. 

The low of the price range on 58-60 
U. S. Motor gasoline moved up 0.5 cent 
over the week, while the high moved 
up 0.25 cent. Sales of U. S. Motor were 
1eported mostly at 6 to 6.25 cents on 
Sept. 6, as against a spread of 5.50 to 
6 cents on Aug. 30. Most of the Okla- 
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homa, North and West Texas and Cen- 
tral States refiners advanced their prices 
to 6.25 cents early in the week, while 
the remainder of the refiners in these 
sections advanced to 6 cents. 

Carlot marketers generally quoted 
U. S. Motor at 6 or 6.25 cents on Sept. 
6. Most of them advanced their prices 
to 5.75 or 6 cents immediately follow- 
ing Labor Day and then moved up io 
6 or 6.25 cents by the end of the week. 

Marketers reported that 6 cents was 
the lowest price they were able to buy 
full specification U. S. Motor for resale 


in any section and that most refiners 
wanted 6.25 cents. However, a few 


marketerS were “long” some gasoline 
previously purchased for September 
shipment at around 5.25 to 5.50 cents 
and until this material was sold, they 
were able to keep their price at the low 
of the market. 

Most of the bullish movement on gas- 
olines apparently was confined to the 
U. S. Motor grade, as the higher gravi- 
ties generally were unchanged. Demand 
for these grades was not very brisk in 


most quarters and several sellers report 
ed moving the 60-62, 400 e.p. at the 
same price as U. S. Motor. 

Movement of anti-knock gasolines was 
reported satisfactory in most quarters. 
One reason for the falling off in the 
demand for high test gasolines has been 
the excellent play given the anti-knock 
grades. Spot prices generally were 
about 0.125 to 0.25 cent higher over the 
week. 

Practically no change was noticeable 
in kerosenes. Demand was fairly good 
but apparently was not enough to af- 
fect the price situation. Most sales of 
the 41-43 w.w. grade still were at 3.125 
to 3.375 cents. 

Most sellers continued to report a 
steady call for furnace oils from distrib- 
utors who were either filling their cus- 
tomers tanks or putting the oil in stor- 
age. Demand from industrial concerns 
was not very active in most quarters. 
No changes were noticeable in prices. 

Shower periods are likely at the be- 
ginning and again at the end of next 
week over the northern portions of the 


~] 
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Current Prices of Principal Mid- Continent Refined Products 
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Prices shown are in Group 8 basis and extended to date shown in Refinery Market Tables Section of this issue 


Standard of Indiana territory. General- 
ly fair weather is likely elsewhere show- 
ers over the entire territory likely at 
the end of the week. Cool weather prob- 


service) is dangerous and issuing the 
order, if the order is violated and pros- 
ecution instituted against the violator, 
the burden of proof is, of course, on 


Nebraska May Rule Out 
Self Serve Gasoline 


ably will prevail in inost sections. 


Correction 

Through typographical error, price 
of West Texas 58-60 U. S. Motor gaso- 
line, 437 e. p., was published as of Sept. 
2 at 5.75 to 5.25 instead of 5.75 to 6.25 
cents, on page 114 of the Sept. 4 issue. 
Prices are corrected in this issue in the 
Sept. 2 column. 

On page 122 in the New York Ex- 
port market, price of 650 s. r. unfiltered 
cylinder oil as of Sept. 2 was shown as 
22 to 24 cents. Correct price on that 
date was 22 to 24.50 cents. 


CLEVELAND, Sept. 8.—Clifford L. 
Rein, assistant attorney general of Ne- 
braska, has written John C. Trouton, 
Nebraska state fire marshal, an infor- 
mal opinion that the marshal is jus- 
tified in “ordering out self-served gaso- 
line if he finds and believes it to be 
dangerous.” 

However, the assistant attorney gen- 
eral said that, to make efforts to pre- 
vent self service of gasoline more cer- 


tain, special legislation covering this 
form of distribution should be en- 
acted. 


“After deciding that it (gasoline self 


the state, on the fire marshal’s depart- 
ment thereof, to prove the dangerous- 
ness of the gasoline on the premises 


handled in this manner,” Mr. Rein also 
wrote. ‘ 
“While cafeteria gasoline’ service 


looks to us like a complete abandon- 
ment to fate and chance of all safety 
precautions, whether it would be thus 
impressive with the courts and juries, 
before whom would be brought prose- 
cution for the violation of the orders, 
is a matter of conjecture and specula- 
tion upon which we can, of course, give 
no opinion of value.” 





Littlefield With Canadian Oil 
CLEVELAND, Sept. 8—Frank H. 
Littlefield who was elected a director 
of National Refining Co. recently, is 
vice-president and general manager of 
Canadian Oil Co. Ltd., subsidiary of 


Shipments From Southern California 


LOS ANGELES, Sept. 4.—Shipments of bulk petroleum from Southern 
California ports to Foreign and Atlantic Seaboard ports for week ended Aug. 30 
totaled 1,140,493 barrels as compared with 1,197,436 barrels for previous week 
Destination and quantity of shipments were as follows: 






































abt * Lubr. 
porn : ee yee pang Destination Crude Gasoline Diesel Kerosene Fuel Gas-Oil Oil Total 
' idely ‘ac einai tat tat Pacific For. . 9,237 78,490 6,682 1,376 244,501 1,167 341,453 
lished widely at the time of his elec- a tiantic Dom... 159,236 65,287 ...... 224/528 
tion. Atlantic For. ........ 574,517 " 574.517 

Prices 10 Years Ago Prices A Year Ago 
Sept. 6, 1920 Sept. 9, 1929 
Oklahoma Penna. Oklahoma Penna. 

68-60 U. S. Motor.......... 23.50¢ 27.00e 58-60 U. S. Motor.......... 7.7060 8.625-9.25¢ 

80-84 Natural .....<0:.:.<... 22.00-22.500 —=§«-_—_——— vase eeee Grade A Natural........ 6.875-6.50 =§«-_—-_——aiecces 

Kerosene (42-43 Okla.; 10.00-10.50¢ 15.00-15.25¢ Kerosene (Okla. 41- 

i A ae ee 43: Pa. 47 W. W:).« 5.375-5.625 7.00-7.50¢e 
Fuel Oil (24-26 Okla.; $3.00-$3.20 12.00-12.25¢ Fuel Oil (Okla. 24- 

BEBO PRY) mivccccivesscss . 26s Pa, G640)........:.. $0.75-$0.80 4.375-4.625 
Crude (Okla. 35-35.9) $3.50 $6.10 Crude (Okla. 35-35.9) $1.40 $3.30 
Chicago tank wagon (no state tax) .............. 27.00¢ Chicago tank wagon (including 3c tax) ...... 19.00¢e 
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Mid-Continent Refinery Markets 





Gasoline Active After Labor Day 


Staff Special 

TULSA, Sept. 6 

DVANCES of 0.50 to 0.75 cent a 

gallon in price of 58-60 U. S. 

Motor and one or two of the 

other grades of gasoline following the 

excellent demand prior to Labor Day 

and the heavy consumption over the 

three-day holiday, featured the Mid- 

Continent refinery market the first 
week of September. 

Every district in the Mid-Continent 
experienced the advance in_ prices 
where quotations on a Group 3 freight 
basis were concerned. In differential 
territory markets the advances were 
not so noticeable due primarily to the 
fact that they had held fairly well in 
those sections while the competition 
in the middle west caused the Group 3 
quotations to remain low. 


One factor which gave support to 
the upward trend in prices was the 
withdrawal from the market in the 
Chicago area of two large refiners who 
were reported to have been persistent 
competitors for business with price a 
minor consideration. Another factor 
was the relatively small amount of 
gasoline in the hands of marketers at 
the beginning of September. 


As prices advanced jobbers became 
extremely cautious in their buying, and 
late in the week the situation appeared 
to be one of watchful waiting by both 
refiners and jobbers. There were no 
weak spot in evidence, however, and 
one of the most surprising factors in 
the opinion of many students of the 
market was the firmness of the market 
with reference to the smaller refiners. 


This may be accounted for in part by 
the low stocks at many of the smaller 
plants, and to the fact that some of 
them were just a jump or two away 
from bankruptcy, and _ realized they 
must grasp at any thing that offered 
them any measure of relief. 


What the situation will develop in 
the next five weeks depends on several 
factors. There is the crude situation 
in the Oklahoma City field, the weather, 
refinery crude runs, and the ability of 
jobbers to wait out the market. Ac- 
cording to many of the trade here if the 
market does not remain at or near its 
present levels, downward  readjust- 
ments in tank wagon prices will be 
made. 

Statistically the Mid-Continent refin- 
ery group is in an_e excellent  po- 
sition. Stocks are near the levels 
of a year ago in all districts with the 
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exception of north Texas, where they 
are almost twice the total of a year 
ago. It is that spot which refiners 
are watching closely. 


Natural gasolines remained steady in 
price throughout the week with con- 
siderable activity reported soon after 
the first of the month. Between 400 
and 500 cars were involved in several 
transactions Sept. 2 to 4, and material 
was scarce for prompt shipment by 
Sept. 6. Indications were the prices 
would remain steady at least until the 
middle of the month if not for a longer 
period. 


A majority of manufacturers appar- 
ently were content to accept business 
at the 5.50-cent level rather than see 
higher prices just at this time and dis- 
courage the use of naturals by refiners. 
With the present spread both the man- 
ufacturer and the refiner can make a 
little profit. 


Kerosenes showed but little activity 
during the week. Prices were steady, 
however, in all districts. 

Distillates gained some strength al- 
though prices failed to respond. This 
probably was due to the fact that the 
distillate prices now are exceptionally 
close to kerosene prices, and cannot 
move very much until the latter com- 
modity develops an upward trend. 

All grades of gas oil were in more 
active demand. With many refiners 
storing some of their gas oils a few 
grades were reported scarce for prompt 
shipment. The season of heavy con- 
sumption of low cold test gas oils is 
drawing near and refiners in most in 


stances preferred to store in the hope 
of higher prices this fall and winter. 

Fuel oils were quiet in all districts 
with few price changes noted. The 
lower gravities continued to increase 
but the higher grades were in steady 
demand and stocks were low. 


Neutral oils and cylinder stocks 
were quiet with buying light. Wax 
prices were steady but demand showed 
further improvement and two or three 
refiners reported they still were out of 
the market picture at the present time 


Raw Natural Gasoline 
Tax Being Sought 


HOUSTON, Sept. 3.—The possibility 
that the state of Texas will attempt col- 
lection of a two per cent gross produc- 
tion tax on raw natural gasoline is in- 
dicated in a statement of George H 
Sheppard, state comptroller at Austin 


Sheppard said he would confer with 
Attorney General Bobbitt shortly avout 
procedure to be taken. Bobbitt had 
ruled the tax collectible after Moore 
Lynn, state auditor, had asked for an 
opinion from the attorney general. 


Subsequent investigation disclosed 
that the tax had been accruing at the 
rate of more than $350,000 yearly and 
that, assumed to be collectible, the 
state is now due to recover upwards of 


» 


00,000. 


» 


LOS ANGELES, Sept. 8.—Completion 
of a new bulk storage plant in the outer 
harbor at Richmond, Cal. was recently 
announced by the MacMillan Petroleum 
Corp. Through a fleet of trucks, refined 
products will be distributed from this 
bulk plant to several service stations 
now under construction in central and 
northern California. Petroleum products 
will be shipped from the company’s Los 
Angeles Basin refinery to the Richmond 
terminal and then piped to the new 
plant. 





A Stinson-Detroit cabin monoplane is one of the first planes bought by an 


advertising agency in the country. 


It belongs to Stanley J. Ehlinger, 


Advertising, Tulsa 








Comparative Prices of 58-60 U. S. Motor Gasoline, 437 E. P., 
Group 3 and Point of Origin, to Jobbers Only 


In Effect September 8 


Price Price F.O.B. If for Particular Destination 

F.O.B. Point of 

Group 3 Origin 
Oklahoma... .i0c055 6.2273 (Wt. Avg.) Goer S MUMRESTEROMN” 5.cla'etannuncims: S creus sialelood crave ice eeara ser meee 
ee an eee Bo 25SGIOU . ce auntacs, Sectoral staseees S. O. Neb. & Indiana Territory, etc. 
REMDED SS cite kciaeok “aR GS eee, “maiokenes 6.5313 (Wt. Avg.) Kansas only. 
NOPE TORAG..o56s40:0 Bee. wwasaaniies GO ee iio cK Ryoichi aioe Win eae rears 
fe |) ee Bee wees barecev ie i Re ere ra nen enar me toa he Mmmm tore 
Louisiana-Arkansas.... Grae us tebden. ' Rocebiearene Usenet Michigan, Ohio and Indiana. 
LOUUIEME-ATERGORG ic. sss awaiiciews, ov ecisReee™ Be Bui owes, State or differential haul. 
Indiana-Illinois........ (ae 2. ae ea eS phanteeaies S. O. Indiana territory except Detroit and 


vicinity. For Ohio on delivered basis only. 


*Shipments made from E. Chicago, Ind., and Wood River, Ill., according to conditions and freight rates; no prices 
F.O.B. point of origin can be given. 








Chicago Resale Market 


CHICAGO, Sept. 6 most refiners asking the latter figure. Some mar- 

keters, however, were ‘‘long’”’ gasoline purchased at 

POT U. S. Motor gasoline prices moved up 0.5 lower prices and continued to offer goods at the low 

S cent last week and demand was considerably of the market price range. Little change was no- 
improved in most quarters. Refiners generally ticeable in kerosenes, distillate, gas or fuel oils. 


quoted Motor at 6.25 cents, with a few at 6 cents. Following prices represent majority of sales made 
Carlot marketers mostly quoted 6 to 6.25 cents on on Group 8 freight basis, although shipments may 
Sept. 6. originate in other refining district such as North and 


Resale buying prices on U. S. Motor generally were West Texas, Arkansas, Louisiana, Indiana, Illinois, 
at 6 to 6.25 cents, marketers generally reported, with Kentucky, etc. 


Prices Prices Prices 
Sept. 8 Sept. 2 Aug. 25 

EOE ORR yy fcc eX eS sidtone 6.00 — 6.25 5.75 —"6:25 5.625— 6.00 
+56-62 400- 437 e.p. anti-knock gasoline......... 6.375— 7.125 eae | | ccc erm ee as 
GOB2 S37 EGROOUIES ooo soins go sins cosin ds ha cers 6.25 ~— 6.375 5.875— 6.375 5.13 ="6, 925 
BOG? 400 Cr ARON oie 5. 6806605: 5 4m e peewee 6.125- 6.50 6.00 — 6.50 6.00 — 6.375 
GE966 379 SOV GREDUNE Sie disc kis ekonien eeaneren 6.625- 7.00 6.625-— 7.00 6.625— 7.00 
68-70 350-360 €:p; GASONNE......ceiiccccedscccveess. 6.75 — 7.25 6.75°= 7.25 6.75 = 7.25 
*Domestic Aviation Gasoline..............-.005. 8.00 — 8.50 8.00 — 8.50 8.00 — 8.50 
IRS rr OBE ic cao shane 0-6. ard 6 410% 4 Boe DO 3.425=-3.375 3.125-— 3.375 SAgI=-a0575 
ee CRIDER 6.5. iea in 5 whine Od4:5, 5 aS Ewe 3.50 -— 3.75 3.50 — 3.75 3.50 -— 3.75 
SB-AO BUPA W CIBTINACE «oc. ioisc ec ccaoedeis cic seesen 2.75 — 3.00 2.75 — 3.00 2.75 - 3.00 
32-36 ordinary Gark Gas Ol)... ... sic s ces ssewnes 2,125— 2.375 2.125-— 2.375 2025—= 2,375 
Se SO MINT K DONO AOI ovine. cie see aesasiee séa eve 2.25) = 2.50 2.25 — 2.50 2.20. = 2.50 
3236 DERAW BOO BIAS ies oko ace cess calaulawe cae 2.625- 2.75 2.625— 2.75 2.625— 2.75 
28-30 zero fuel oll (oer Bb.) i6.5.6.5.660:0s-sdieceeewaeoies $0. 775—$0. 825 $0. 775—-$0. 825 $0. 775-$0. 825 
28-30 HAE) OEE WDE) ois. scicie sare s piveeeea es $0 .775-$0. 825 $0 .775-$0. 825 $0. 775—-$0. 825 
Pe) eS Cee Co ee $0.60 —$0.65 $0.60 —$0.65 $0.60 -$0.65 
18-22 fuel oil, low sulfur (per bbl.)................ $0.475-$0.525 $0.475-$0. 525 $0.475—-$0. 525 
18-22 fuel oil, high sulfur zero (per bbl.)........... $0.475-$0.525 $0 .475—-$0. 525 $0.475-$0. 525 


Pe Oe Cle So er a ra $0. 425-$0.475 $0. 425-$0.475 $0. 425—-$0.475 
*Prices are based on U. S. Gov’t. specifications or better. Present Gov’t. specifications require distiilation range of 
5% recovery at not more than 167° F., and not less than 122° F.; 50% recovery at 221°; 90% at 311°; 96% at 347°; end 
point 374° F. Gasoline of fighting grade specifications in some instances sells at a premium over domestic aviation grade. 
Prices represent majority of quotations. 
tOver 45% benzol equivalent. Prices represent quotations and sales. 











Weighted Average Prices 


OKLAHOMA 
Sept. 8 Sept. 2 Aug. 25 
No. of Cars’ Price No. of Cars Price No. of Cars’ Price 
58-60 U. S. Motor, 437 e.p......... 11 6.2273 10 6.0500 sets 5§.75-6.25 (See note) 
60-62 437 €.5; QROGNHE ioc cciviewc kes 8 6.2031 3 6.0000 wee. 6.125-6 50 (See note) 
60-62: 400 €:p. Gasoline. .<6s..esesicess 1 6.7500 2 6.6250 .- 6.50-6.75 (See note) 
64-66 375 e.p. gasoline...........00. l 7.0000 eat 6.75-7. re (See note). 6.75-7.00 (See note) 
58-60 437 e.p. geeoline(P=8 U. 5 Mosse ee) - 6.00-6.25 . 6.00-6.2 wee. = 5 .625-6.25 
1 guarantee 
KANSAS 
Sept. 8 Sept. 2 Aug. 25 
No. of cars Price No. of cars Price No. of Cars’ Price 
58-60 U. S. Motor, 437 e.p.........%. 8 6.5313 42 6.5357 11 6.5114 


Note: No sales reported for the gasoline marked ‘‘see note’’ on the dates so marked; prices shown on such dates 
represent majority of quotations only. 
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Barometer of Mid-Continent Refinery Market—Week Ending September 5 


@harted Course of Prices, Production, Shipments, Stocks of Prineipal Refined Products, Week by Week, From Reports Made by 
93 Plants to National Petroleum News 
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Prices shown above are ertended to date shown in Refinery Market and Crude tables in Market section of this issue and stocks, 
shipments and Production are extended to date as shown in the table on page 74 
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Refinery Markets on Light Oils and Lubricants 


Prices given below are in cents per gallon, except where $ is shown. They represent prices made 
only to domestic jobbers who resell to the consuming public, except where otherwise noted. 


(These Refinery Prices compiled in the OIL PRICE HANDBOOK for a whole year) 


GASOLINE AND NAPHTHA —|_Se8T# tourstana cf 8 Moor piney 





Prices 
OKLAHOMA (F. o. b. Oklahoma refineries) | Sept. 8 Sept. 2 Aug. 25 
: ee ee eee , +5.50 +5.50 5.50 
cone is Pe ieee We... ccrcee es $5.50 $5.50 {3:30 
CRO Rca os go Sonlemees 5.50 t5.50 5.50 
48-50 450 e.p. naphtha... 5.75 — 6.00 5.75 — 6.00 6.00 
50-52 450 e.p. naphtha... 5.75 — 6.00 5.75 — 6.00 6.00 
56-58 450 e.p. gasoline... 6.00 6.00 6.00 - 6.25 CALIFORNIA (F. o. b. California refineries) 
58-60 450 e.p. gasoline... 6.00 6.00 6.00 - 6.25 
64-66 390 e.p. gasoline. . 6.25 -— 6.50 6.25 — 6.50 6.25 — 6.75 75-85, 375-390 e.p. for 
68-70 350-360 e.p. gasoline 7.00 — 7.25 7.00 — 7.25 7.00 — 7.25 DIBRGIOS oii edeieses 7.25 = 8.25 7.20 = 8.25 7.25 - 8.35 
tDomestic Aviation 
Pee ne 7.50 — 8.50 7.50 — 8.50 7.50 — 8.50 


tPrices based on U. S. Gov’t. specifications or better. Present Gov’t. specifica- 
tions require distillation range of 5% recovery at not more than 167° F., and not 
less than 122° F.; 50% rec. at 221°; 90% at 311°; 96% at 347°; end point, 374°F. 


Fighting grade in some instances sells at a premium over "domestic aviation BURNING OILS 
grade. 





PENNSYLVANIA (fF. o. b. Western Pennsylvania refineries) PENNSYLVANIA (fF. o. b. Western Pennsylvania refineries) 
§2-54 Naphtha.......... 6.875— 7.50 7.00 - 7.50 7.00 — 7.50 ? oe ¥ ‘ 
54-56 Naphtha.......... 6.875— 7.50 7.00 - 7.50 7.00 - 7.50 45 w. w. kerosene........ 4.75 — 5.125 4.75 - 5.125 4.75 — 5.00 
58-60 U.S. Motor 437 e.p. 6.75 — 7.50 6.75 — 7.50 7.00 - 7.75 46 w. w. kerosene........ 4.875- 5.00 4.875-— 5.00 4.875— 5.00 
60-62 400-410 e.p. gasoline 7.00 — 7.75 7.00 - 7.75 7.00 — 8.00 47 w. w. kerosene........ 5.125- 5.50 5.125- 5.50 5.125— 5.50 
64-66 390 e.p. gasoline... 7.50 — 8.25 7.50 — 8.25 7.50 - 8.50 300 mineral seal....... 5.50 — 6.00 5.50 - 6.00 5.50 — 6.00 
68-70 350-360 e.p........ 8.00 — 8.75 8.u0 - 8.75 8.00 — 9.00 
OHIO (Quotations of S. O. Ohio. 4c state tax to be added.) OKLAHOMA (fF. o. b. Oklahoma refineries) 
U. S. Motor Gasoline 41-43 w.w. kerosene...... 3.125- 3.50 3.125- 3.50 be 3 3.50 
Ohio, delivery at any 42-44 w.w. kerosene...... 3.50 — 4.00 3.50 — 4.00 3.75 — 4.25 
Oe ee ee eons 11.00 11.00 11.00 
KANSAS (fF. o. b. refinery Kansas destination) KANSAS (F. o. b. refinery Kansas destination) 
60-62 437'e.p. gasoline... 7.00 - 7. 25 7.00 — 7.25 7.00 — 7.25 7 
60-62 400 e.p. gasoline... 7.25 - 7.50 7.25 — 7.50 1.29 ~ 7.50 41-43 w.w. kerosene...... 4.25 = 4.50 4.25 — 4.50 4.25 — 4.50 
64-66 375 e.p. gasoline... 7.50 - 7.75 7.50 - 7.75 7.50 — 7.75 42-44 w.w. kerosene...... 4.75 - 5.00 4.75 - 5.00 4.75 - 5.00 
NORTH TEXAS (F. o. b. North Texas refineries) ; a : . ; ; 
$6-58 450 e.p. gasoline... E80) (696 ee Re 2 5.50 NORTH TEXAS (F. o. b. North Texas refineries) 
58-60 450 e.p. gasoline. . 5.50 ee 5.50 -— 5.75 5.50 » : 
$8-60 U.S. Motor 437e.p. 6.00 — 6.25 #625 5.625- 6.00 | 40-42 w.w. kerosene...... ‘oa.  téeck (ie< 3 ee 
60-62 400 e.p. gasoline... 6.25 — 6.50 6.25 — 6.50 6.25 41-43 w.w. kerosene...... 9. Uf roe Sa mie es 
64-66 390 e.p. gasoline. a , 6. 50 . 50 6 50 
S550 30-3 ee emciing 6.75 = 7:00 27g er ey NORTH LOUISIANA (N. La., Ark. and Miss. destination) 
re . . . , 41-43 w.w. kerosene...... 4.00 4.00 4.00 
WEST TEXAS 1 (F. 0. b. West Texas r efinery, for unrestricted shipment) 42-44 em “seine eae 4.25 - 4.50 4.25 - 4.50 4.25 - 4.50 
$0-52 naphtha... <.s0. $25 525 5.50 
58-60 437 e. . gasoline. io 5.50 5.50 5.50 — 5.75 
58-60 U.S. Motor 437 e.p. . Su ote aah ARKANSAS (Ark., N. La. and Miss. destination) 
SS | ae ere 6.25 **5.75-6.25 ere 
41-43 w.w. k ee a445 3.75 $75 
NORTH LOUISIANA (N. La., Ark. and Miss. destination) i asi sic : 
58-60 U.S. Motor 437 e.p. 6.50 6.50 6.50 
CALIFORNIA (F. o. b. California refineries) 
ARKANSAS (Ark., N. La. and Miss. destination) * E 7 
58-60 U.S. Motor 437 e.p. 6.50 6.50 6.50 38-40 w.w. kerosene...... 5.00 — 6.00 4.75 - 6.00 4.75 ~ 6.00 
CALIFORNIA (3c tax to be added to California gasoline prices if used 
in state.) 
+e U.S. Motor - ¢.p. 8.50 — 9.75 8.00 -10.00 8.00 - 9.75 
54-58 U.S. Motor, for out- 
side state shipment.... 7.50- 8.75 7.50 - 8.75 7.50 — 8.75 NEUTRAL OIL 
58-61 375-400 e.p. gasoline 9.50 -11.00 9.00 -11.00 9.00 -11.00 
42-45 Engine Distillate : 
CED DBik6k a Sea cens 7.75 —- 9.00 7.75 -— 9.00 7.75 = 9.00 PENNSYLVANIA (F. o. b. Western Pennsylvania refineries) 
Vis. (Viscosity at 70° F.) 
200 No. 3 Assoc. Filt..... 18.50 -—21.00 18.50 -21.00 18.50 —21.00 
A 180 No. 3 Assoc. Filt..... 16.00 -17.50 16.00 -17.50 16.00 -17.50 
NATURAL GASOLINE 150 No. 3 Assoc, Fults... 12,00 -13:00 12.00 -13.00 12:00 ~13:00 
(Note: End point of all grades, not over 375F. Corrosion test adopted 
Oct. 1, 1927; A.S.T.M. Method D130-27T; doctor test, July 2, 1928.) (Non Viscous) 
34 Grav. 330-340 Flash.. 5.75 - 6.50 5.75 — 6.50 5.75 -— 6.50 


OKLAHOMA (F. o. b. Oklahoma refineries) 
Grade AA, 80-87.9, 90% 





et OP eee 5.50 5.50 5.50 **MID-CONTINENT (fF. 0. b. Mid-Continent refineries) 
Grade A, 53. 79.9, 90% 
ee Se : 5.50 5.50 5.50 Vis. Color (Viscosity at 100° F.) 
Grade BB, 84-92, 85% ; 
Recovery.......0..-. ° 5.50 5.50 0 | Be Bat. : = a .-< 
Grade B, 76-83.9, 85% i, a la 80 7.00 7.00 
RECOVERY 60550005065. : 5.50 5.50 5,50 1S0—No. 4......... ads 7.0 : . 
Gr: ade c 80-92 78% 180—No. ‘Serene eee ae §.00 - ).00 8.00 = 9.00 8.00 = 9.00 
Durnienes : ” 5.50 5.50 5.50 TBO—-No, $. icc cc occa 8.50 8.50 8.50 
a seapeaimasbabil re = 180—No. 5......... é 8.00 8.00 8.00 
BUO—=INO. Sic ccwsacese 10.00 -—10.50 10.00 -—10.50 10.00 -10. 
NORTH TEXAS (fF. o. b. Breckenridge) i a aati 10:00 10°00 10.00 
Grade AA, 80-87.9, 90% 200—No. 5.......... 9.50 9.50 9.50 
et ree 5.50 5.50 5.50 BAO INOL Os Siew 12.50 12.50 12.50 
Grade A, 72-79.9, 90% 220—No. 4......... 12.00 12.00 12.00 
tt eee 5.50 5.50 5.50 SEO—@ ING. Sioic-s 00:0 : 11.00 11.00 11.00 
Grade 84-92, 85% 240—No. 3........... 13.50 —14.00 13.50 -—14.00 13.50 —14.00 
ne Seen 5.50 5.50 5.50 240—No. 4.. 12.50 -13.00 12.50 -13.00 12.50 -13.00 
Grade B. "76-83: 9, 85% ama le ere 12.00 12.00 12.00 
RROCOVELT von cnccacens 5.50 5.50 5.50 280—No. 3......... ae 16.00 16.00 16.00 
Grade c 80-92, 78% BOOMING. Bi ccs cevecs 15.00 15.00 15.00 
BOUT voice ern cedsc 5.50 5.50 5.50 ee ee ee 14.00 14.00 14.00 
rices nomina nly one refiner quoting *Quotations only epresents Both Sales an uotations. 
tPri inal ttOnl fi i Q 1 **R Both Sal dQ i 


82 NATIONAL PETROLEUM MNEws 











ts 


5 
2 
5. 50 


3. 25 


~Fo 


00 


00 
00 


ws 








efinery Markets Wax, Lubricants, Heavy Oil 


Prices given below are in cents per gallon, except where $ is shown. 


They represent prices made 


only to domestic jobbers who resell to the consuming public, except where otherwise noted. 
(For quick reference to Refinery Prices, get the OIL PRICE HANDBOOK, published annually) 





GULF COASTAL (fF. o. b. Gulf Coastal refineries 


Prices Prices Prices 
Sept. 8 Sept. 2 Aug. 25 
Vis. Color (Viscosity at 100° F., pour test 0) 
100—No. 2 Pale........ 6.50 — 7.00 6.50 — 7.00 6.50 — 7.00 
200—No. 3 Pale........ 9.50 — 9.75 9.50 - 9.75 9.50 - 9.75 
300—No. 3 Pale........ 10.75 -11.00 10.75 -11.00 10.75 -11.00 
500—No. 3% Pale...... 12.00 -12.25 12.00 -12.25 12.00 -12.25 
750—No. 4 Pale........ 13.50 -13.75 13.50 -13.75 13.50 -13.75 
1200—No. 5 Pale 16.00 -16.50 16.00 ~-16.50 16.00 -16.50 
2000—No. 4 Pale.. 17.00 -17.50 17.00 -17.50 17.00 -17.50 
200—No. 5% Red Oil.. 8.75 - 9.00 8.75 - 9.00 8.75 — 9.00 
300—No. 5% Red Oil.. 10.00 -10.25 10.0u -10.25 10.00 -10.25 
500—No. 6 Red Oil..... 11.25 -11.50 11.25 -11.50 11.25 —11.50 
750—No. 6 Red Oil..... 12.75 —13.00 12.75 -13.00 12.75 -13.00 
1200—No. 5-6 Red Oil. 15.00 -15.25 15.00 -15.25 15.00 -15.25 
2000—No. 6 Plus Red Oil 17.00 -17.50 17.00 —17.50 17.00 -17.50 
TCALIFORNIA (F. o. b. California refineries) 
Vis. Color (Viscosity at 100° F.) 
ae 9.50 -10.00 9.50 -10.00 9.50 -10.00 
200—No. 3..........26. 11.50 11.50 11.50 
CO ee 13.00 13.00 13.00 
ol gaa a 15.50 15.50 15.50 
SOUPPINGs Socccccccccecs 16.50 16.50 16.50 
600—No. 3............. 17.00 17.00 17.00 
ROPING By oc ccrcseusee 11.00 11.00 11.00 
Set eee 12.00 12.00 12.00 
cage sk oe 14.00 14.00 14.00 
Pe oe ES ee 15.00 15.00 15.00 
600—No. 5...........-. 16.00 16.00 16.00 
TOON FT viciic caccecess 18.00 18.00 18.00 


tNeutral oils not manufactured commercially in California 


CYLINDER STOCKS 


MID-CONTINENT (F. o. b. Mid-Continent refineries 


(Bright stock prices represent quotations to domestic jobbers only. 
= - Vis. D at 210° 


Ce. ee errr rr 30.00 30.00 30.00 

ise 166 Vis. BD at 710° 
Brt. St., 15-20 cold test 24.00 —25.00 24.00 -25.00 25.00 

1$0-160 Vis. D Brt. Stock, 
25-45 cold test........ 23.00 -—24.00 23.00 —24.00 24.00 

= 160 Vis. E 210° Brt. 
re ra ar are e pica i ars 23.00 23.00 23.00 
600 ‘Se. Ref. Olive Green. 8.00 8.00 8.00 
600 St. Ref. Dark Green. 8.00 8.00 8.00 
| Beer aa 5.00 5.00 5.00 


PENNSYLVANIA (fF. o. b. Western Penna. refineries) (A.S.T.M. Tests) 
“Som Refined, filter- 
l 


eR ey rer rr 11.00 -11.50 10.75 -11.50 10.50 -11.50 
650 Steam Refined....... 15.00 -17.00 15.00 -17.00 15.00 -17.00 
lS RRR eco 18,00 -21.00 18.00 -21.00 18.00 -21.00 
LS rrr 25.50 —28.00 25.50 —28.00 25.50 -28.00 
600 Warren E........0-- 16.50 -18.00 16.50 -18.00 16.50 -18.00 
Gls Ol Crty EB. c.ccceces 15.50 -17.00 15.50 ~17.00 15.50 -17.00 
600 D Filtered.......... 19.00 -21.00 19.00 -—21.00 19.00 -21.00 
Cold Test Stock, 140-150 
vis. at 210°, 540-550 
flash, 
No. 8 color, below 35 
eg rr 25.00 -27.00 25.00 -27.00 
o. 8 color, above 35 
NE eee 23.00 —25.00 23.00 -25.00 
o. 6-6% color diluted, 
40-50 pour test... k 21.00 -23.00 21.00 -23.00 23.00 -24.00 


WAX 


PENNSYLVANIA (Per pound, F. o. b. New York 
. = white crude scale, 


2.375— 2.50 2.375— 2.50 2.25 = 2.50 


124-136 white crude scale, i 
MMA Gicccicee russ suas 2.375- 2.50 2.375- 2.50 2.25 - 2.50 


**QOKLAHOMA 1£(Per pound in barrels; in a few instances, per pound in 
burlap bags; F. o. b. Oklahoma refineries.) 


124-126 White Crude 
ee eee oe 2.00 -— 2.125 2.00 —- 2.125 2.00 - 2.125 


DISTILLATE, GAS AND FUEL OIL 


PENNSYLVANIA (For outside Pittsburgh district) 


6-40 fuel oil............ 4.00 - 4.25 3.75 — 4.25 3.50 - 4.00 
a | ae 4.00 3.50 3.50 
23-28 fuel oil............ ° 4.00 3.50 3.50 

tPrices nominal ttOnly one refiner quoting *Quotations only 
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OKLAHOMA (F. o. b. Oklahoma refineries) 
Prices Prices 
Sept. 8 Sept. 2 

38-40 straw distillate..... 2.875-— 3.125 2.875— 3.125 
36-38 straw distillate..... 2.75 2.875 2.75 — 2.875 
32-36 straw gas oil....... 2.375-— 2.50 2.375-— 2.50 
32-36 straw gas oil zero... 2.625— 2.75 2.625— 2.75 
32-36 dark gas oil....... 2.125- 2.375 2.125-— 2.375 
32-36 dark gas oil zero... 2.375— 2.50 2.375— 2.50 
28-30 yn ye Pang 3 a $0.85 -— 0.90 $0.85 — 0.90 
28-30 fuel oil (per bbl.). $0.80 — 0.825 $0.80 — 0.825 
26-28 fuel oil (per bbl.).. $0.70 — 0.75 $0.70 — 0.75 
24-26 fuel oil (per bbl.). $0.575— 0.65 $0.60 — 0.65 
22-26 fuel oil (per bbl.).. $0.575-$0.60 $0.60 — 0.65 
18-22 fuel oil (per bbl.).. $0.475—- 0.525 $0.475-— 0.525 
16-20 fuel oil (per bbl.).. $0.425- 0.475 $0.425- 0.475 
14-16 fuel oil (per bbl.).. $0.40 - 0.45 $0.40 — 0.45 

KANSAS  (F. o. b. refinery Kansas destination) 
38-40 straw distlllate..... 3.25 3.50 3.25 — 3.50 
36-38 straw distillate..... 3.00 3.00 
32-36 straw gas oil....... 3.00 3.00 
18-22 fuel oil (per bbl.).. $0.70 — 0.75 $0.70 — 0.75 
10-14 fuel oil (per bbl.).. $0.55 — 0.65 $0.55 — 0.65 

NORTH TEXAS (fF. o. b. North Texas refineries 
38-40 straw distillate.... 2.75 3.00 2.75 3.00 
38-40 p. w. treated distillate 3.125— 3.25 3.125- 3.25 
32-36 gas oil, cracked.... 2.375- 2.50 2.375— 2.50 
32-36 St. reduced gas oil. . 2.00 2.28 2.00 4.45 
24-26 fuel oil (per bbl.).. $0.50 —$0.55 $0.50 —$0.55 
20-24 fuel oil (per bbl.).. $0.45 -$0.50 $0.45 —$0.50 
18-22 fuel oil (per bbl.).. $0.40 —$0.45 $0.40 -$0.45 


**WEST TEXAS 


Prices 
Aug. 25 
2.875— 3.125 
4.95 = 2.875 
2.375— 2.50 
2.625-— 2.75 
2.125— 2.375 
2.375-— 2.50 


$0.85 - 0.90 
$0.80 - 0.825 
$0.70 — 0.75 
$0.60 — 0.65 
$0.60 - 0.65 
$0.475- 0.525 
$0.425- 0.475 
$0.40 - 0.45 


3.25 3.50 
3.00 
3.00 
$0.70 - 0.75 
$0.55 -— 0.65 


2.75 — 3.00 
3.125- 3.25 
2.00 -— 2.375 
2.00 — 2.25 
$0.50 —$0.55 


$0.45 -$0.50 
$0.40 —$0.45 


(F. o. b. West Texas Tefinery, or unrestricted shipment 


| A 2.25 2.50 2.25 2.50 
Ce Se 1.875- 2.125 1.875— 2.125 
28-30 zero gas oil........ 2.25 2.50 2.25 — 2.50 
18-22 fuel oil (per bbl.).. $0.50 -$0.60 $0.50 -—$0.60 


NORTH LOUISIANA (N. La., Ark. and Miss. destination) 


32-36 gas oil, dark....... *3.25 *3.25 
132-36 gas oil, straw..... F235 *3.25 
14-16 fuel oil (per bbl.)... $0.75 $0.75 
tGravity changed from 30-32 to 32-36 Sept. 2. 
ARKANSAS (Ark., N. La. and Miss destination) 
{32-36 gas oil, straw.... 3.25 3.25 
32-36 dark gas oil....... 5.29 3.25 
yi. ee 3.00 3.00 
20-24 fuel oil (per bbl.). $0.90 —$0.95 $0.90 
9-12 fuel oil (per bbl.). $0.70 “#0. 75 $0.70 
oe ae ee 25 3.25 


tGravity changed from 30-32 to 32- 36 Sept. 2. 


CALIFORNIA (FP. o. b. San Joaquin Valley. 
San Francisco 24c per bbl. more 


14-18 fuel oil (per 


bbl.).. $0.55 -$0.65 $0.45 -$0.65 


14-18 Bunker oil (per bbl.) $0.70 —$0.85 $0.70 -$0.85 


30-34 gas oil (per bb 


Dela 24s $0.85 ~-$1.0) $0.85 -—$1.00 


27 Plus Dieseloil(per bbl.) $0.85 —$1.00 $0.85 -—$1.00 


PETROLATUMS 


PENNSYLVANIA (Per pound, in barrels, carload lots, f. 
tank cars %c to %4c per pound less.) Two refiners quoting. 


Snow White...... 


Lily White. ..<... 


Cream White..... 
Light Amber...... 
ree ee 
Red.. nied 


paeids 8.50 8.50 
coeeas 7.50 7.50 
Weane 6.50 6.50 
rere 3.375- 3.625 3.375— 3.625 
mates 9. 125— 3.375 $.125— 3.375 
ree 2.875- 3.00 2.875-— 3.00 


PETROLEUM COKE 


**OKLAHOMA (fF. o. b. Oklahoma refineries) 


RG oc hivedeaas 
Still run......... 
per erre 


(Per ton in car lots) 


veswan $4.50 -$5.00 $4.50 -$5.00 
eeeee $3.00 $3.00 
waked $2.00 $2.00 


**Represents Both Sales and Quotations. 


2.25 — 2.50 
1.875— 2.125 
2.25 — 2.50 
$0.50 -$0.60 
*3.25 
*3.00 


$0.75 - 0.85 


3.00 
3.00 
2.75 
$0.95 
$0.75 
3.25 


Nominal pipe line charge to 
and to San Pedro 20c per bbl. more.) 


$0.50 -$0.65 
$0.70 -—$0.85 
$0.85 -—$1.00 
$0.85 -$1.00 


o. b. refinery. In 


mM we we 
nm 
Vn 
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$4.50 -$5.00 
$3.00 
$2.00 
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Barometer of Mid-Continent Refinery Market—Week Ending September 5 


Charted Course of Prices, Production, Shipments, Stocks of Principal Refined Products, Week by Week, From Reports Made by 
93 Plants to National Petroleum News 
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VAPOR PHASE REFINING 
WILL 


Increase your gasoline yields, 
Improve your gasoline quality, 


Rn ARCO MOTOR OIL 
EN-AR-CO MOTOR Oi 


and 
Reduce your refining costs. 


THE GRAY PROCESSES CORPORATION 
961-975 Frelinghuysen Avenue 
NEWARK, NEW JERSEY 














Exianeieiai MOVIVLVUVUVURUOUOLIEVEVUVGDINOEUOELUL EU TULLE SO UALIOWUNNALHOLUAUULAUL HUNULIOUUUVUQUHENAUUONLUOUGRLLERUVLVEUCUTOOEUOLUCACS OSU = 
hite Rose B bbl T 
* 
OU will make money = 
Y it p00 neues eee 4 THE M. W. KELLOGG CO. 
tionally advertised brands. = 225 Broadway 2 New York 
~~ = 
All grades of lubricating = 
oils and greases. = OG Ti ick ei icerees ines Philtower Bldg. 
~~ =: Los Angeles,Cal.............. 1031 So. Broadway 
The National Refining Co. = 
Cleveland, Ohio 











Order Those Tanks NOW! 


Why Wait Until the Oil Rush Passes You By? 
Tanks On Hand Ready For Immediate Shipment 


The original double (two operation) Butt Welded Type Storage Tanks, 
One piece bottoms or ends, thickness of material guaranteed. 


TRUCK TANKS, BARRELS, PUMPS, FITTINGS, COMPLETE EQUIPMENT 











..... Fittings 


Other Equipment 





BROWN SHEET IRON & STEEL CO. 


978 Berry Avenue ST. PAUL, MINN. 
Canadian Associate: Canadian Brown Steel Tank Co., Ltd., Brandon, Manitoba 


September 10, 1930 








Barometer of Mid-Continent Refinery Market—Week Ending September 5 


Oharted Oourse of Prices, Preduction, Shipments, Stocks of Principal Refined Products, Week by Week, From Reports Made by 


93 Plants to National Petroleum News 
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California Refinery Market 








Buyers Wait Outcome of Proration Move 


LOS ANGELES, Sept. 4 


HERE was practically no activity 
in Pacific Coast markets the past 


week. Foreign and domestic buy- 
ers alike were purchasing only as 
their needs dictated pending the out- 


come of a revision of proration meas- 
ures in California. 

Although rumors were heard that an 
increase in the gasoline tank wagon 
market was still contemplated, several 
members of the trade could see no justi- 
fication for such a report in the face of 
current underselling by independent 
refiners. 

Demand for kerosene from Pacific for- 
eign buyers was slightly more active. 
Inquiries were also reported from At- 
lantie foreign buyers for quotations on 
bulk U. S. motor and 400 end point 
gasolines, and also for heavy oils. 
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This interest has resulted in few 
spot sales. Quotations on export petro- 
leum products from the west coast were 
generally unchanged, with buyers for 
the most part maintaining an aloof at- 
titude. 

Domestic markets were approximately 
the same as for the previous week. 
Quotations on kerosene advanced 0.25 to 
0.50 cent, ranging from 5 to 6 cents per 
gallon. Approximately 25,000 barrels 
of kerosene stock was reported sold at 


2.75 cents a gallon. 


Gasoline shipments to Pacific Coast 
points continued at a low rate. Those 
resellers anticipating an upward revi- 
sion in the tank wagon price took the 
opportunity to fill their storage tanks. 
However, a majority of the trade were 
buying on a hand-to-mouth basis. 

U. S. motor for in-state consumption 


moved generally at 8.50 to 9.75 cents 
with a few spot sales reported at 8 and 
8.25 cents, tax not included. For use 
in adjoining states quotations ranged 
7.50 to 8.75 cents. The former level 
prevailed only in competitive territories 
of Arizona and Utah. 


One independent refiner reported an 
out-of-state sale of gasoline at 8.50 cents 
for a quantity averaging 6 cars per 
month. This price is f.o.b. a Los Angeles 
basin refinery. Generally the goods for 
shipment into neighboring states was 
quoted at around 8 to 8.25 cents. 


Quotations on natural gasoline had a 
spread of 7.25 to 8.25 cents. One deale: 
reported an offer of 7.25 cents a gallon 
for approximately one million gallons 


Demand for heavy oils was active, but 
spot sales showed practically no change 
from previous quotations. From Los 
Angeles basin points, the spread on this 
goods was $0.55 to $0.65 per barrel. 


Citrus growers were reported in the 
market for a considerable quantity ot 
gas-oil for smudging purposes. One mem- 
ber of the trade quoted $0.90 per bar- 
rel on approximately 15,000 barrels of 
smudge oil, but at the close of the week 
had not received the business. A few 
spot cars were sold at $0.85 per barrel 
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No Waste 


means 


Profits Saved 


Use a 
Red Rocker 
BARREL STAND 


and Save Profits 
of your 
Winter Alcohol Sales 








It’s so easy—just 1-2-3 with 
a RED ROCKER. Adds that 
touch of neatness too. 


it 


EASY! 


Slips un- 
der easy 
as hand 
truck 








HANDY! 
That 


means no 
waste 
too! 





Sturdily Built — Guaranteed. 
Priced Right — Special Prices 
on Quantity Orders. 


Write Today 


ECONOMY ENGINEERING Co. 
2663 W. Van Buren St. 
Chicago, II. 
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| Pennsylvania Markets 





Neutral Oils More Active 


CLEVELAND, Sept. 10.—Demand for 
most commodities was relatively light 
in the Pennsylvania market during the 
past week. Kerosene and fuel oil were 
the most active commodities. A scar- 
city of fuel oil in the western section 
of the field was reported by brokers 
and refiners. 

Several brokers were unable to buy 
fuel to fulfill their contracts with trad- 
ers. The low range advanced to 3.75 
cents with the top remaining at 4.25 
cents. 


Kerosene was reported selling well 
with prices at previous weeks levels. 
Spot buying was still good and con- 
tract shipments fair. 


Neutral oils more active with little 
change in prices which have prevailed 
over the past 3 weeks. Refiners were 
getting an increase in inquiries with 
some of them developing into actual 
business. 


Cylinder stocks were sluggish with 
very little business’ reported. One 
bright stock manufacturer’ reported 
that good 600 steam refined cylinder 
stock could be shaded 0.25 to 0.50-cent 
on an immediate shipment basis. Buy- 
ing of all other than the 600 grade of 
eylinder stocks was at a standstill. 


Bright stock was quiet with no 
change in prices for all three grades. 
Very few sales of this commodity were 
reported and bright stock manufactur- 
ers were rather undecided as to the 
price to ask. 


yasoline sales were few and far be- 
tween refiners reported. All grades 
with the exception of the U. S. Motor 
grade were practically at a standstill. 
Brokers and refiners both reported very 
few inquiries. 


Foster-Wheeler Opens Tulsa Office 


CLEVELAND, Sept. 8—Foster 
Wheeler Corp. has opened a branch of- 
fice at 712 Thompson building, Tulsa. 
Cc. C. Steward is in charge. 


In addition to his experience in the 
field of manufacturing equipment for 
the refining and natural gasoline in- 
dustries, Mr. Steward has been sufer- 
intendent of a natural gasoline plant. 


Nugey Resumes Private Practice 


CLEVELAND, Sept. 8.—A. L. Nugey, 
petroleum engineer, has severed his 
connection with the J. G. White Engi- 
neering Corp., and resumed private 
practice. His headquarters are at 
Rahway, N. J. Mr. Nugey specializes 
in contact filtration, dewaxing res- 
iduums and the development of other 
commercial processes in our industry. 





Get our prices on 
Cylindrical Tanks 


Our Birmingham, Ala. and Bridge- 
burg, Ont. plants are equipped to 
furnish cylindrical tanks in welded 
or riveted construction to meet 
your requirements. 


All four of our plants fabricate 
field-erected tanks, in capacities 
from 25,000 gallons up. Address 
our nearest office for information 
and quotations. 


CHICAGO BRIDGE & 
IRON WORKS 


Cleveland......... 2206 Union Trust Bldg. 
New York......3145 Hudson Terminal Bldg. 
Philadelphia 1614 Jefferson Bldg. 
Boston 1516 Consolidated Gas Bldg. 
Chicago...... 2125 Old Colony Bldg. 
Detroit... 1513 Lafayette Bldg. 
Birmingham. . 1534 Fiftieth St., N. 
Dallas..... é 3339 Magnolia Bldg. 
Atlante.... 2150 Rhodes-Haverty Bldg. 
San Francisco .1060 Rialto Bldg. 
Houston... ‘ 1118 Electric Bldg. 
:) —_— 2407 Exchange Bank Bldg. 


Havana, Cuba.. Apartado 2507 




















PASS YOUR 
DYEING WORRIES 
ON TO US 


Pass that worry on to us 
when you receive in your 
morning mail five orders 
for carsof colored gasoline 
—each dyed a different 
color. 


Write us for our simple plan 
of dyeing gasoline al the bulk 
plants on arrival of yeur cars. 


DYESTUFFS & CHEMICALS, 
INCORPORATED 


llth & Monroe Sts., St. Louis, Mo. 




















| Eastern Domestic Markets 





Post-Holiday Gasoline Buying Slow 


Staff Special 
NEW YORK, Sept. 6 
HE spurt in gasoline sales caused 
Te the Labor Day holiday spent it- 
self early this week with the result 
that Sept. 5 and 6, refiners reported spot 
orders slow. Prices were lower in Phil- 
adelphia and Baltimore. Kerosene price 
at Philadelphia also was lower despite 
the report of some traders orders were 
more numerous. 

The majority of refiners in Philadel- 
phia and Baltimore quoted 8 to 8.25 
cents, in line with the market at New 
York. This was a reduction of 0.25 
cent on the high range. California gaso- 
line at Baltimore also narrowed 0.25 
cent on the high range to 8.50 cents. Of- 
ters at 8.25 cents, were freely made, 
however. 

Prices in other districts were un- 
changed but the optimistic view taken 
by several refiners a week ago, was 
changed. Many who thought after holi- 
day orders would be large and prices 
probably would stiffen admitted orders 
were slow and that an advance was 
not likely. There was very little shad- 
ing of minimum postings however, prob- 
ably less than was reported a week ago. 

On the other hand a few refiners re- 
ported their stocks in good shape and 
said that orders, while not as numerous 
as they had hoped, were good enough to 
keep their storage at a favorable level. 
They were selling at the market current 
in their respective districts, getting the 
high of quotations ranges for nearby 
movement and the minimum or slightly 
better for shipments into competitive 
areas. 

Several refiners were having no trou- 
ble getting their prices for quality mer- 
chandise. Jobbers were paying a pre- 
mium for gasoline with a good odor 
and high benzol equivalent. 

Tank wagon markets in New England 
continued unsettled. Several sellers 
were reported to be offering contracts 
at 5% cents under the posted market 
which is shading the customary price 
in this district a full cent. No effect 
has been noticed in the tank car mar- 
ket as yet. 

The kerosene market at Philadelphia 
was the only one to suffer a price set- 
back. The price in this district dropped 
to 6.25 cents, minimum, a reduction of 
0.25 cent under quotations a week ago. 
The decline was principally due to com- 
petition with prices in the western 
Pennsylvania refining district. In near- 
by cities or at points where freight rates 
prohibited competition from western 
Pennsylvania, the Philadelphia trade got 


8 


higher prices. However, spot orders 
were relatively slow. 

Gas oil prices in New York harbor 
narbor narrowed to 4.75 to 5 cents early 
in the week. It was a reduction of 0.25 
cent on the high of quotation range and 
was due to greater competition for 1930- 
31 contracts. The season is rapidly ap- 
proaching and competition is becoming 
much keener. 

In the Boston district around the mid- 
dle of the week tank wagon prices of 
furnace oil were reduced 0.25 cent to 
9 cents per gallon to the retail trade. 





The contract price to jobbers of 7.75 
cents was unchanged and tank car 
prices of 6 to 6.25 cents were not af- 
fected. Shipments of furnace oil were 
picking up and the trade expects a firm- 
ing of prices with cooler weather. 


Union Stocks Diesel Oil at Panama 


CLEVELAND, Sept. 8.—Union Oil 
Co. of California, has rented 84,000 bar- 
rels of storage capacity at the Mount 
Hope oil handling plant of the Panama 
Canal. The tanks have been stocked 
with Diesel oil for sale to shipping in- 
terests. The Union also sells Diesel 
fuel at Cristobal. 


Argentina imported in 1929 10,500,000 
barrels of crude, unrefined and for fuel, 
compared with 7,870,000 barrels in 1928. 

German imports of mineral oils to- 
taled 12,240,000 barrels the first half 
of this year, an increase of 40 per cent 
over imports during the corresponding 
period of 1929. 





Gulf Coast Markets 





Gas Oil Sale Reported at 85 Cents 


° Staff Special 

NEW YORK, Sept. 6 

OREIGN activity at the Gulf the 

F vas week was at a standstill and 

prices for all commodities, both for 

export and domestic shipment, were 
unchanged. 

The French inquiry for approximate- 
ly 170,000 barrels of high end point 
gasoline, reported a week ago, still was 
open. There was some_ speculation 
among the trade as to whether this in- 
quiry was bona fide, or merely a mar- 
ket feeler. Many were of the latter 
opinion although they said the busi- 
ness could have been placed abroad 
without news of it getting to this mar- 
ket. Others believed this to be the 
case inasmuch as the buyer had indi- 
cated the inquiry was given to refiners 
in the Black Sea district. 

A California refiner was reported to 
have closed the deal with a South 
American buyer for 75,000 barrels of 
gas oil. Approximately 85 cents per 
barrel was paid, it was said. 

In view of this price several market 
students expected to see a reduction in 
gas oil prices at the Gulf last week. 
However, none materialized. Refiners 
indicated they would accept no less 
than 3.75 cents for 30 plus material 
either for export or domestic shipment 
and, if the latter, the amount would 
have to be at least 50,000 barrels. For 
less than 50,000 barrels the _ price 
scaled upward to 4 cents. 

The boat market continued soft and 
several more ships were taken out of 


service last week. Clean boats’ for 
coastwise movement were available at 
$0.16 cents per barrel and there were 
no takers. No ships have been fixed 
in this trade for some weeks. The trade 
expects transatlantic fixtures to in- 
crease one or more shillings in the 
next few weeks when foreign buyers 
make their fall purchases but levels 
approaching those of this last summer: 
are not expected before the first of 
1931. 


Movement of Gulf Lubes Normal 

HOUSTON, Sept. 6.—Gulf Coastal 
lubricant markets continued to mark 
time with prices unchanged. Season ot 
the year considered and the prospects 
ahead of inquiries for winter contract 
requirements contribute to mainte 
nance of the present normal situation 
Export inquiries were few the past 
week. 


What! Have To? 

It’s compulsory in Germany to bu) 
alcohol. The Cabinet recently decreed 
that importers and domestic refiners 
of gasoline must take from the Govern 
ment alcohol monopoly a quantity of al! 
cohol equivalent to 2% per cent in 
weight of all gasoline imported or loca! 
ly produced. Object: to improve the 
status of German potato growers. 





LINCOLN, Neb.—Ben R. Hearson 
proprietor of Antelope Service Statio1 
here, has sold out to Bosserman Bros 
Murray, Ta. 


NATIONAL PrerroteUM News 
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Wax Markets 








Futures Most Active 


NEW YORK, Sept. 6.—Foreign wax 
buyers continued to confine their at- 
tention to purchases for future ship- 
ment in the first week in September. 
There was little of this business trans- 
acted, however, refiners being unwill- 
ing to meet foreign competition. Prices 
for crude scale were unchanged in the 
Gulf and New York markets, although 
a few grades of fully refined wax were 
lower in each section. 

Conditions of the market were un- 
changed compared with a week ago. 
Crude scale prices of 2.25 to 2.375 cents 
were generally quoted. Only one in- 
stance was heard of shading. A Penn- 
sylvania refiner offered 150 tons for 
prompt shipment at 2.15 cents, f.a.s. 
New York. However, buyers being in- 
terested principally in future — ship- 
ments, no business developed. Some 
refiners both in the Mid-Continent and 
Pennsylvania reported they were sold 
up over September and a part of Oc- 
tober. 

While the majority of the trade said 
orders were scarce a_ few reported 
their sales had increased. One large 
eastern manufacturer was. operating 
his packing plant on a 24-hour sched- 
ule for the first time in more than a 
year. Another said his business had 
picked up over the past few days and 
inother was filling some orders from 
the open market. This latter refiner 
bought both scale and fully refined al- 
though the majority of his business 
was of the latter class. 

The Bureau of Mines report of an 
ncrease in stocks of approximately 5,- 
100,000 pounds in July had a dampen- 
ing effect on the market, the trade 
said. Also Polish wax has been ac- 
cumulating the past few weeks with 
the result that some very low prices 
were Offered this last week in the 


United Kingdom. This goods is con- | 


siderably inferior to American wax, 
the trade claims, but a number of Eng- 
lish candle makers can use it and they 


do when the price is much lower than | 





U. §S. prices. Several English brok- | 


ers, long of stocks, were competing 
with these prices, as were foreign sub- 
sidiaries of American companies with 
storage abroad. 

Approximately 1000 tons per month 
s being shipped by one American 
company to its foreign subsidiary, a 
trader indicated. This goods has been 
moving out in 10-day intervals. 

Four grades of fully refined were 
juoted lower in the New York mar- 
‘et: 127-127 A.m.p., 3.25 to 3.375 cents: 
128-130 A.m.p. 3.50 to 3.75 cents: 130- 
152 A.m.p. 3.625 to 3.875 cents and 133- 
155 A.m.p. 4.25 to 4.50 cents. The lat- 
‘er two grades were iower in the New 
Orleans market being quoted at 3.625 
‘0 3.75 cents and 4.25 to 4.375 cents, 
espectively. 
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Skilled Supervision 


Guarantees the Quality of 
Gulf Products 


COASTAL AND PARAFFINE CRUDES 
GASOLINE — LUBRICATING OILS 
NAPHTHA — GAS — OILS 

WAX — PETROLEUM COKE 
CYLINDER — ENGINE — CORDAGE 


Gulf Refining Company 


General Sales Offices 
PITTSBURGH, PA. 


District Sales Offices 
New York, Boston, Philadelphia, Louisville, Atlanta, 
Houston, New Orleans 





A big fleet of modern cars; 
4 large, privately owned shops to 


keep them in condition: 
18 years’ specialized experience: 


SPECIAL services to shippers. de 
scribed on request. Address 


NORTH AMERICAN CAR CORPORATION 
327 S. LaSalle St., Chicago, II. 


Tenk Cars for Lease. Domestic and Export 
Terminals Chicago, Tulsa, New Orleans. 
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Complete Seaboard Market 


(Export Markets for whole year given in OIL PRICE HANDBOOK. Each volume carries refinery, 
tank wagon, crude and export markets—complete for the whole year) 





Eastern Domestic Market 


(Prices for tank car lots, f. o. b. refinery or seaboard terminal, 
representing majority of sales and quotations. Prices shown 
below do not include inspection tax levied in some states.) 


Prices Prices Prices 

U. 8S. MOTOR GASOLINE Sept. 8 Sept. 2 Aug. 25 
New York harbor....... 8.00 — 8.25 8.00 — 8.25 8.00 — 8.25 
Portland district........ **9.75 -10.00 **9.75 -10.09 **9 .75-10.00 
Boston district.......0.. **9 00 —- 9.50 **9.00 - 9.50 **9 .00- 9.50 
Providence district ..... **9.00 — 9.75 **9.00 - 9.75 **9 00- 9.75 
Philadelphia district. .... 8.00 — 8.25 8.00 - 8.50 8.00 - 8.50 
Baltimore district....... 8.00 — 8.25 8.00 - 8.50 8.00 — 8.50 
Norfolk district......... 8.50 — 8.75 8.50 — 8.75 8.50 - 8.75 
Charleston district....... 8.50 — 8.75 8.50 -— 8.75 8.50 — 8.75 
Savannah district........ 8.50 — 8.75 8.50 - 8.75 8.50 — 8.75 
Jacksonville district...... 8.50 — 8.75 8.50 — 8.75 8.50 - 8.75 
CALIFORNIA, U. S. MOTOR GASOLINE 
New York harbor....... 8.00 - 8.50 8.00 — 8.50 8.00 - 8.50 
Philadelphia district..... 8.50 8.50 8.50 
Baltimore district........ 8.25 - 8.50 8.25 - 8.75 8.25 — 8.75 
tDOMESTIC AVIATION GASOLINE 
New York harbor....... 11.50 —13.00 11.50 -13.00 11.50 -13. 
Philadeiphia......66.000.. 12.00 12.00 12.0 
ee Mee ee Sr 12.00 -12.50 12.00 -12.50 12.00 13" 44 
eS RE ore Ce ee 11.50 —13.00 11.50 —13.00 11.50 -13.00 

tPrices are based on U. S. Gov’t. specifications or better. Present Gov't. 


specifications require distillation range of 5% recovery at not more than 167°F., 
and not less than 122°F.; 5u% recovery at 221°; 


W% at 311°; 96% at 34°°; 


end point 374° F. Gasoline of fighting grade apecificatione in some instances 
sells at a premium over domestic aviat.on grade. Prices represent majority of 
quotations 
WATER WHITE KEROSENE 
New York harbor....... 6.45 6.75 6.75 
Philadelphia district..... 6.25 6.75 6.50 — 6.75 6.50 6.75 
Baltimore district.... 6.50 6.75 6.50 -— 6.75 6.50 6.75 
GAS OIL: 28-34 Gravity 
New York harb 4°75 - 5.00 4.75 — 5.00 4.7 5.25 
Boston eect... . sop ieem he 4.75 5.00 4.75 - 5.00 4.75 5.00 
FURNACE OIL: 36-40 Gravity 
New York harbor....... 6.00 - 6.25 6.00 — 6.25 6.00 6.25 
Boston district.......... 6.00 — 6.25 6.00 -— 6.25 6.00 6.95 
GRADE C BUNKER OIL (Lighterage 5c per bbl. additional) 
New York Harbor....... $1.15 $1.15 $1.15 
Boston district.......... $1.15 $1.15 $1.15 
DIESEL OIL 
New York harbor....... $2.00 -$2.10 $2.00 -$2.10 $2.00 -$2.10 
Minimum delivered. tNominal. **Delivered prices. 
New York Export Market 
(Lubricating oils are per gal. in bbls. F.a.s. New York 
Sept. 8 Sept. 2 Aug. 25 
CYLINDER OILS (Pennsylvania Products) 
Bright stock, dark....... 28.50 —30.50 28.50 -30.50 30.50 -—32.00 
gS” Gece 26.50 —28.00 26.50 -28.00 26.50 -—28.00 
600 Warren E filtered.... 22.50 -25.00 22.50 -25.00 22.50 —25.00 
600 s.r. unfiltered........ 17.00 -18.50 17.00 -18.00 17.00 -18.00 
650 s.r. unfiltered........ 22.00 ~—23.00 22.00 -24.50 22.50 -—24.50 
oO SE eer rr 23.50 —25.00 23.50 -26.50 24.50 -—26.50 
Se ere rr ee 32.00 -33.00 32.00 -33.00 33.00 —35.00 
RED ENGINE OILS (Vis. 100°) 
300 vis. No. 64% color.... 19.00 -21.00 19.00 —21.00 19.00 —21.00 
250 vis. No. 6 color...... 17.50 ~18.50 17.50 —18.50 17.50 -18.50 
200 vis. No. 6 color...... 16.00 -17.00 16.00 -17.00 16.00 -17.00 
PALE ENGINE OILS (Vis. 100°) 
230 vis. No. 334 color.... 22.00 22.00 22.00 
180 vis. No. 3\% color.... 17.50 -18.00 17.50 -18.00 17.50 -18.00 
100 vis. No. 2% color.... 14.25 -15.50 25 -15.50 14.25 -15.50 
MOTOR OILS (Vis. 100°) ' 
600 vis. No. 7 color...... 30.00 —32.00 30.00 -—32.00 30.00 —32.00 
500 vis. No. 64% color.... 27.50 —30.00 27.50 -—30.00 27.50 -—30.00 
400 vis. No. 7% color 26.00 —29.00 26.00 -29.00 26.00 ~—29.00 
300 vis. No. 6 color...... 22.00 —26.00 22.00 -26.00 22.00 —26.00 
200 vis. No. 6 color...... 21.00 ~23.50 21.00 -—23.50 21.00 —23.50 


Wax Markets 


(Prices in cents per pound, A.S.T.M. tests. A.M.P. F.a.s. carload lots) 
NEW YORK Sept. 8 Sept. 2 Aug. 25 
124-126 Yellow crude scale 2.125- 2.25 2.125— 2.25 ae 2.25 
122-124 White crude scale 2.25 re A 2.25 2.37 2.25 2.375 
124-126 White crude scale <a> De. f 2.25 Seer 2.25 e:an0 
123-125 Fully refined 5. 125— 3.25 3.125- 3.25 3.125- 3.25 
125-127 Fully refined. . 3.25 3.37 3.25 3.50 3.25 3.50 
128-130 Fully refined... 3.50 PS 3.625- 3.75 bGeo> Sa72 
130-132 Fully refined 625— 3.875 75 3.875 3.75 — 3.875 
133-135 Fully refined +. 25 $.50 +.50 4.50 
135-137 Fully refined. . 4.625 4.625 4.625 
NEW ORLFANS 

124-126 Yellow crude scale 2.125 25 2.12 2.25 2.425~' 2.25 
122-124 White crude scale 2.25 2.375 2.2 Mer be 2.4) = 2.573 
124-126 White crude scaie 2.25 2.375 2.25 aes Me > 375 
123-125 Fully refined 3.125 3.125 3.125 
125-127 Fuliv renned 25 se ke eS 
128-130 Fully refined 50 3.50 3.50 
130-132 Fully refined... 3.625- 3.75 3.75 3.75 
133-135 Fully renned $.25 4.37 4.375 4.375 








Gulf Export Market 


(Prices are f. o. b. Gulf oil terminals in Texas and Louisiana, ship- 

ments of 20,000 bbls. or more unless otherwise noted. ulk gasoline 

and kerosene prices are posted quotations of the Export Petroleum 

Assoc., Inc., governing about 90% of the gasoline and kerosene shipped 
to foreign ports from the Gulf) 


Prices Prices Prices 
GASOLINE Sept. 8 Sept. ? Aug. Fy 
ee EEE T CE Oe 8.00 8.06 8.00 
UL ee ee 9.00 9.00 9.00 
ae eee $525 9.25 9.25 
SOO, 379: Oss sc exes. 9.50 9.50 9.50 
U. S. Motor, cases (car- 

OO ROR Rr eee $1.80 $1.80 $1.80 
64-66, cases (cargoes).. $1.875 $1.875 $1.875 
KEROSENE 
44 water white......... 7.00 7.00 7.00 
41-43 prime white...... 6.00 6.00 6.00 
Water white, cases (car- 

mee $1.60 $1.60 $1. 66 
ee , white, cases (car- 

ss slg narelala tare $1.50 $1.50 $1.50 
DOMESTIC GAS & BUNKER one 
*26-30 translucent gas oil 3.50 — 3.75 3.50 — 3. ped 3.50 = 3.75 
*30 plus translucent gas oil 3.75 = 4:00 3.75 — 4.0 3.75 ~ 4.00 
Grade C bunker oil...... $1.05 $1. os $1.05 
Grade C bunker oil, car- 
eo Oe Pg 75 -$0.85 $0.75 -$0.85 $0.75 -$0.85 


*Less than | 4 of 1% sulp 
MEXICAN CRUDE AND BUNKER OILS (f. o. 


b. Steamer, Tampico) 
Heavy Panuco crude taxes 


GUO OOIG. oko cexaaas $0.55 -$0.60 $0.55 -$0.60 $0.55 —$0. 61 
Grade C bunker oil for 
momar purposes, $1.00 


taxes pai $1.00 $1.00 
SOUTH PTEXAS LUBRICATING OILS (Viscosity at 100°F. cold test 4 
anker, f. o. b. Houston, 


100 vis. No. 2 unfiltered 
SE a ne ay 6.125 5.75 — 6.125 5.75 — 6.12 

200 vis. No. 3 unfiltered 
ee 8.00 8 8.00 8.75 8.00 8.75 

pe Sg No. 3 unfiltered 
eee EOS POS OA 8.875. 9.50 8.875— 9.50 8.875-— 9.50 

500 1 om No. 344 unfiltered 
Ye ceede eee heaee wks 10.2 11.25 10.25 —11.25 10.25 -11.25 

750 vis. No. 4 unfiltered 
RP ee ee 12.50 —13.25 12.50 -13.25 12.50 -13.25 

1200 vis. No. 5 unfiltered 
“Ee ee 16.00 —-18.00 16.00 —18.00 16.00 —18.0¢ 
200 vis. No. 5-6 red oil.. 7.00 7.50 7.00 — 7.50 7.00 — 7.50 
300 vis. No. 5-6 red o1l.. 8.375- 8.75 §,375—- 8.75 8.375— 8.7 
500 vis. No. 5-6 red oil. . 9,25 9.50 9.25 — 9.50 9.25 - 9.50 
750 vis. No. 5-6 red oil.. 11.50 11.50 11. 5¢ 
1200 vis. No. 5-6 red oil. 15.00 -15.50 15.00 -15.5 15.00 —15.50 


Gulf Domestic Market 


(Prices are f.o.b. Gulf oil terminals in Texas and Louisiana in shipments 
of 20,000 bbls. or more, representing sellers’ opinions, for 
domestic shipment only. 


Sept. Sept. 2 Aug. 2 
U. S. Motor gasoline..... 6.75 -— 7.25 6.75 — 7.25 6.75 - 7.25 
41-43 w.w. kerosene..... 4.75 — 5.125 4.75 — 5.125 4.75 — 5.125 
*26-32 translucent gas 
Olin a4 caieda cd tacasues 3.75 — 4.00 3.75 — 4.00 3.75 - 4.00 


us than & of 1% sulphur. 


Pacific Export Market 


(Quotations are at seaboard, Los Angeles, in cargo lots, cents 
per gallon, except where otherwise noted.) 


Sept. Sept. 2 Aug. 25 
Gasoline, U. S. Motor, 
59-59: GrOVItY cas cscs 6.50 — 7.50 6.50 — 7.50 6.50 - 7.50 
Gasoline, U. S. Motor- 
blends and special cuts 7.25 = 8.25 7.25 — 8.25 7.25 - 8 
Gasoline, 400 e.p. blends. 8.25 — 9.25 8.25 -— 9.25 8.25 - 9.25 
Gas Oil, 30-34, per bbl.. $0.85 —$1.00 $0.85 -$1.00 $0.85 -$1.00 


Diesel Oil, 27 plus, per bbl. $0.80 “30:90 $0.80 -$1.00 $0.80 -$1.00 
Bunker oil, 14-18, per bbl. $0.65 -$0.90 $0.65 -$0.90 $0.65 -$0.90 


Fuel oil, 14-18 per bbl.. $0.60 -$0.85 $0.60 -$0.85 $0.60 -—$0.85 
Kerosene, 38-40 w.w., 125- 

150 flash, per gal...... 5.00 — 6.00 4.50 — 5.50 4.50 - 5.50 
Cased Goods 
Gasoline, U. S. Motor... $1.75 -$1.85 $1.75 -$1.85 $1.75 -$1.85 
Gasoline, 400 e.p........ $1.85 -$2.00 $1.85 -$2.00 $1.85 -$2.00 
Kerosene, 38-40 w.w., 125- 

aS eerie $1.45 -$1.50 $1.45 -$1.50 $1.45 -$1.50 


Note: Above Pacific Export market prices. or gasoline and kerosene in cargé 
lots apply only on goods for coastwise shipment. Gasoline and kerosene prices 
for shipment to foreign ports are determined as follows: Difference in freight 
between U. S. Gulf to European Continent and California to European Continent 
—this difference plus 0.125c for handling, deducted from prices posted at U.S 
Gulf by the Export Petroleum Assoc., Inc., which are above prices 


Tanker Rates 


(Approximate tanker freight rates to Continental ports, in snillings 
per ton of 2240 pounds, British sterling; to American ports, cents per 
barrel.) Sept. 8 
Crude &/or Kefined Oil 
“— & ‘or Spirits 
5 


Calif. to U. K. or Continental ports*.............. 23 
Gulf to U. K. or Continental ports*...........-005 13-15 12-13 
North Atlantic to U. K. or Continental ports*...... 11-13 10/6-11/6 
Calif. to North Atlantic ports (not E. of } Ae $0.60 $0.60 
Gulf to North Atlantic ports (not E. of N. YY. ae 16-18 16-18 


*Continental ports in the range between Bordeaux and Hamburg, both 
inclusive. **Venezuela loading same rate. For Tampico 2c to 3c per bbi 
additional. 

NATION AI 
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GASOLINE 


PECIFICATIONS for 





LABORATORY ANALYSIS 


WHAT IT MEANS TO YOUR MOTOR 


























Initial Boiling Point 110 Maximum - _ Easy starting 

% distilled at 221° Fahr. 25 Minimum 

% distilled at 284° Fahr. 52 Minimum + More power, long burning stroke 

% recovery 97 

End Point 400 _ Complete vaporization and therefore 
complete combustion 

Doctor Test OK - Clean odor 

Corrosion Test OK No choking of gasoline line 

Color Plus 25 - Clean, highly refined 

Sulphur Ao Of one per cent Max. - No pitting of valves 

— OK . No resinous precipitate to cause clogging 


of carburetor jets or sticking of valves 





You may not be interested in the techni- 
cal description or laboratory analysis of 
Humble Flashlike Gasoline, but every one 
who drives a car is interested in how the 
product acts in the motor. 


The above specifications of Humble 
Flashlike Gasoline show the laboratory 
analysis and its explanation in every-day 
terms. Every one agrees that easy starting 
is much to be desired; also, to get your 
money’s worth from the gasoline you buy, 
it must burn completely. Humble Flash- 
like Gasoline~-with its lightest fractions 
vaporizing at 110° Fahr. maximum, evenly 
proportioned up to an “end point” of 400° 
Fahr. ( which is the temperature range at 
which the average motor operates most 
efficiently as well as most economically) 
insures complete vaporization and, there- 
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fore, complete burning and full power. 


Humble Flashlike Gasoline must pass 
a very rigid corrosion test. Corrosion, you 
know, often causes choked gasoline lines. 
Humble Flashlike Gasoline is clean, high- 
ly refined, and has no offensive odor. Its 
sulphur test must not show more than 
one-tenth of one percent, thus safeguard- 
ing the valves in your motor from danger 
of pitting. And a most rigid gum test in- 
sures that there is no resinous precipitate 
in Humble Flashlike Gasoline to clog the 
carburetor jets or to cause sticky valves. 


It will pay you to study the above 
specifications. Make them the basis on 
which you buy your gasoline. 


HUMBLE OIL & REFINING COMPANY 
HOUSTON, TEXAS 
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Tank Wagon, Service Station Markets for Gasoline and Kerosene 


(OIL PRICE HANDBOOK has t.w. and s.s. markets for a whole year, arranged for quick reference) 





These Prices in Effect Sept. 8, 1930, as Posted by Principal Marketing Companies 


S.0. NEW JERSEY TERRITORY 





Gasoline oO 
Tota 

T.W. Tax T.W. S.S. T.W. 
Atlantic City, N. J....14.5 2 6.5 36:5 13.5 
Newark, NN, Js.s00cses 13.5 2 45.5 :i7.5: 42.5 

Ranapolis. ...ccosssess 14 4 18 20 13 
Baltimore, Md....... 13.2 4 17.2 39:2 1.5 

Cumberland, Md..... 15 4 19 21 14 
Washington, D. C.....13.7 2 3.7 27.7 2:7 
Danville, Va.... » 88.8 5 19.8 21.8 13.8 

Norfolk, Va..... ee 18.3 20.3 ll 
Richmond, Va........ 13.7 5 8.7 20.7 42.7 

ae eS eee m3 19 20 14 
Petersburg, Va....... 4,35 5 19.5 23.3 23.3 
Charleston, W. Va....14.5 4 3.5 2.5 2.5 
Keyser, W. Va....... 15.14 99.2 Zi.i 34.3 
Parkersburg, W. Va...13.2 4 7.2 29.2 Tse 
Wheeling, W. Va..... 14.4 4 18.4 20.4 12.4 
Charlotte, N. C....... 15.3 5 20.3. 22.3 44.3 
ee eee 15.6 5 20.6 22.6 14.6 
Mt. Airy, N. C ee an.5 22.5 44.5 
Salisbury, N. C....... 15.5 5 20.5 223.5 14.5 
Charleston, S. C...... 13.3 6 io. 3 Za53. 2.9 
GColembis, 6. C........15.2 © 21.2 23.2 24.2 


Note: 2c per gallon discount off t.w. price of 
gasoline to dealers and commercial consumers 
thru S. O. New Jersey territory. 


CONTINENTAL OIL 





Denwes, (6010... 600008 + i 16 19 15.5 
Pueblo, Colo......... 13 4 17 20 io.9 
Grand Junc., Colo....17.5 4 21.5 24.5 19 
Casper, Wyo......... i 4 19 22 14 
Cheyenne, Wyo...... 16.5 4 ao:5 23.5 35.5 
Butte, Mont......... 19.5 5 24.5 *22 20 
Helena, Mont........ 19.5 5 24.5 27.5 20 
Salt Lake City, Utah..16.5 3% 20 23 17 
ee, a | 23.5 26.5 39 
Twin Falls, Ida....... 18.5 § 23.9 af.2 19 
Albuquerque, N. M... 9 5 14 18 15 
*5!éc discount to dealers at Butte. 
S. O. CALIFORNIA 
Gasoline Oil 
Posted 
Retail Whole- 
Tax Price sale T.W. 
Phoemix, Ariz........4 17 20 20 
Los Angeles, Cal.. | 19.5 21.5 15.5 
pe a Rey 3 20 22 17 
San Francisco, Cal....3 20 22 15.5 
ERE | eee = 4 25 27 19 
Portland, Ore........ 4 23.5 23.5 16.5 
Seattle, Wash........3 20.5 £2.35 16.5 
Spokane, Wash....... 3 24.5 26.5 20.5 
Tacoma, Wash....... 3 20.5 22.5 16.5 


Note: 6c per gal. discount to dealers off posted 
wholesale price of gasoline to customers taking 
tank truck delivery, thru S. O. California terri- 
tory except Ic discount at Phoenix to dealers 
only. This discount determines net t.w. price. 


S.O. LOUISIANA 


Gasoline oil 
Total 

T.W. Tax T.W. S.S. T.W. 
Little Rock, Ark......12 5 17 17 12 
Alexandria, La.......12.5%*5 17.5 18 13 
Baton Rouge, La.....11.5 4 3.5 16 T13 
Lake Charles, La.....12 5*5 175 18 t13 
New Orleans, La...... 18 5*5 3.5 13 5 va2 
Shreveport, La.......11.5 4 3.5 27.35 413 
Latevette, Las ..is.s.ke. 57s 17.5 i¢ 43 
Bristol, Tenn........ 14.5 5 9.5 23.5 i¢ 
Chattanooga, Tenn...14.5 5 19.5 20 13 
Knoxville, Tenn...... 1.35 19.5 20 15 
Nashville, Tenn......12 5 17 i7 15 

Memphis, Tenn...... 0 6S 15 17 12.5 


Note: 2c per gallon discount off t.w. price of 
gasoline to dealers thru S. O. Louisiana ter- 
ritory. 

*Lake Charles, Alexandria, New Orleans and 
Lafayette gasoline tax includes 4c state tax and lc 
parish tax. New Orleans kerosene price includes lc 
parish tax in addition to lc state tax. 


tKerosene price in Louisiana includes lc state tax. 


S. O. KENTUCKY 


Ashland, Ky......... 13 5 18 20 15 
Catlettsburg, Ky..... 13 5 18 20 15 
Lexington, Ky........14 5 19 20 14.5 
Louisville, Ky........ 13 5 18 20 13 
Covington, Ky....... 15 5 20 22 14.5 


Above prices include these inspection fees on both 


Florida, 1/8c on both; Illinois, 3/100 





c on both; Indiana, 4/25¢c to 1/2c on b 


Latest Changes in 
Tank Wagon Prices 


Gasoline 

S. O. New York—T.w. and 8.8. 
cut 2c, thru Manhattan, Bronx, 
Kings and Queens counties, and 
1c, Borough of Richmond, Sept. 8. 

Atlantic Refining—cCorrection: 
2e cut reported in Sept. 3 issue at 
Providence was effective Aug. 9, 
instead of Aug. 8. 

S. O. Kentucky—T.w. and s.s. 
cut 2c, Savannah, to 18e and 20c 
respectively, including 6c tax, 
Aug. 27. 

S. O. Ohio—T.w. and s.s. cut 1¢, 
thru Summit County, and t.w. cut 
2c, s.s. cut 3c, thru Stark County, 
all prices to 18c, including 4c 
tax, Sept. 3. 


S. O. Indiana—S.s. only cut 
2.3e, Indianapolis, to 17.9c, in- 


cluding 4c tax, Sept. 3. T.w. un- 
changed at 19.2c. 

S. O. Louisiana—T.w. and s.s. 
cut le, New Orleans, both to 13.5c, 
including 5c tax, Aug. 23. 

T.w. only cut 2c, Memphis, to 
15e, including 5c tax, Sept. 4. 

Kerosene 

S. O. Ohio—T.w. price kerosene 
cut 2c, thru Defiance, Mercer and 
Putnam Counties, to 12c, Sept. 4. 














Gasoline Oil 
Total 
T.0W. Tes 3.0. &3.. TW: 
Clarksdale, Miss...... 14 5 19 21 12.5 
Gulfport, Miss.tf..... i.5 5 20.5 22.3 ¥3 
Jackson, Miss... 0.5. 12 5 17 19 13 
Natchez, Miss........ i 65 19 21 13 
Vicksburg, Miss......14 5 19 21 13 
Birmingham, Ala.ff...12 4 16 18 14.5 
Mobile, Ala.t........14 4 18 18 13.5 
Montgomery, Ala.*...15 4 19 21 15 
Atlanta, Gi.c. cc ccces 13 6 19 21 14.5 
Aawests, Gains césecs 16 6 22 24 «15.5 
NEACOR, IGE. 062 sc cess 14 6 20 z2 60 F113 
Savannah, Ga........ 12 6 18 20 t14 
Jacksonville, Fla......13 6 19 21 14 
Miami, Fla.......... 15 6 21 23 14 
WARNE, Fibs sox ccees 14 6 20 20 13 
Pensacola, Fla.**..... 13 6 19 19 13.5 


Note: Net price of gasoline to dealers is 2c 
under posted t.w. price thru S. O. Kentucky 
territory. 

*Local privilege tax of 1 cent on gasoline and 4 
cent on kerosene at Montgomery included. 

tGeorgia kerosene prices include lc state tax. 

**Both tank wagon prices include lc city tax at 
Pensacola which went into effect Oct. 15, 1926. 

ttBoth tank wagon prices at Gulfport include 
Harrison county privilege tax of 2c. 

tMobile gasoline prices include lc city tax. 

t{Birmingham gasoline prices include lc city tax. 


S. 0. NEBRASKA 


Omaha, Neb......... 15.25 4 19.25 19.25 15.25 
Ee Oe 16.75 4 20.75 22.75 14.75 
ee Or 15.75 4 19.75 21.75 13.75 
North Platte........ 16.75 4 20.75 22.75 14.50 
| er 13 + 17 17 14.25 


Note: Discounts: Ic per gal. off tank wagon 
price of gasoline for 1,000 gallon dumps per 
month to consumers taking tank wagon deliv- 


ery only. 

S. O. INDIANA 
ChicheG, Ti. esixececcde  s 18 19 13 
Pecatar, Tio ss vsc0ss ages o 1.2 19:2 3.1 
E. Bt. Lowit, 8h. v06s 14.4 3 i7.4 24 13.2 


Gasoline Oil 
Total 

T.W. Taz T.W. 8.8. T.W. 
at Pee akak <oneune 15.4.3 18.4 19.4 13.3 
Sa ee i Fy Re ye ae 
ee | ere IS.2 3 ton Ws BS 
Indianapolis, Ind.....15.2 4 o.2 17.9 14.2 

Evansville, Ind....... 15 4 19 20 14 
South Bend, Ind...... 15.44 19.4 20.4 14.4 
Detroit, Mich........ 15.8 3 18.8 19.8 14.7 
Grand Rapids, Mich. .15.7 3 18.7 19.7 14.6 
Saginaw, Mich....... 15.9 3 18.9 19.9 14.8 
Green Bay, Wisc..... 15.6 2 17.6 18.6 13.4 
edison, Wisc....... me 7.3 Teo B08 
Milwaukee, Wisc..... 1S.2 2 ini wa 12.9 

La Cross. Wisc....... Mca @ 18.2 39.2 i 
Minneapolis, Minn....16.2 3 19.2 20.2 ¥5.:9 
Duluth, Minn........ 16.5 3 1.5 20.5 23.9 
Mankato, Minn...... 16.1 3 9.1 2A B.7 
Des Moines, Ia....... Oe. 16.5 16.5 35.3 
Davenport, Ia........ 1.5 3 5 39.5 1.3 
ee ee ee i. 5 3 re.k FSs 32.9 
Mason City, Ia....... 13.5 3 8.5 39.5 35.3 
St. Louis, Mo....... *14.9 2 6.9 7.9 2.3 
Kansas City, Mo....¢15.9 2 7.9 1.9 1246 
St. Joseph. Mo.......T15.5 2 ico esS wack 
ig ae: ae > a ae 17.9 3 20:9 21.5 5.9 
Grand Forks, N. D....18.2 3 ai.a @2:4 16.2 
SS Se: ae 15 aw. 21.9 15.9 
Piette: G; Dx oicseses 16 4 20 21 14.4 
ice a | 16.3 4 20.8 17:5 14.7 
Wienites, RAGE..60 css 13.8 3 16.8 14.8 11.8 
Bartlesville, Okla..... 13.5 4 ise 20.5 3.5 


S. O. Indiana’s quantity contract price schedule 
thru territory (except in Chicago and Detroit, which 
see below) on tank truck deliveries of gasoline, figured 
from the service station price is 3c for 500 gal. or 
more a month; and 4c for 75,000 gals. or more 
a month. 

In Chicago and vicinity, these discounts apply: 
Over 500 gals. per month, 4c per gal. off service sta- 
tion price; over 1,000 gals. per month, 5c per gal. off 
service station price. 

In Detroit, dealers and consumers signing contract 
for all gasoline for one year, get 4c per gal. off s.s. 
price. Non-contracted accounts get A off 8.8. price. 
Those buying 75,000 gals. or more a month, 44c 
per gal. off s.s. price. 

*Includes city tax of Mc. 

tIincludes city tax of lc. 


S. O. OHIO 
Ohio State wide.....16 4 20 21 tl4 
Allen, Auglaize, Butler, Fulton, Hardin, Hancock, 


Stark and Summit Counties 
Sa eee EET crumeeeuseeasice 14 q 18 18 14 
Note: Discount to dealers and commercial 
accounts generally thru Ohio is 2c per gal. off t.w. 
price with some exceptions. In counties where prices 
are below normal, discount is 3c per gal. off t.w. price. 
tKerosene t.w. price in Allen County is 13c; in 
Defiance, Mercer, Paulding, Putnam and Van Wert 
Counties, 12c. 


MAGNOLIA PETROLEUM 


Muskogee, Okla...... 12 4 16 19 9 
Oklahoma City....... 11 4 15 18 10 
fe ae | er 12 4 16 20 10 
Fort Smith, Ark.ft....10 t4 14 15 12 
Little Rock, Ark...... i #5 17 17 12 
Texarkana, Ark.*..... 13 4 17 17 12 
oS Ua eee 10 4 14 18 12 
Fort Worth, Tex...... 10 4 14 17 1] 
Houston, Tez... .6.<5-)3 4 15 19 11 
San Antonio, Tex..... 9 4 13 17 11 
SST eer ere 12 4 16 20 13 


*Within city of Texarkana, the state tax on gaso- 
line is 4c per gal. conforming with the Texas state tax 
In this district outside of the city the Sc Arkansas 
tax applies. 

+Within city of Fort Smith, Oklahoma tax of 4c 
applies. In this district outside of the city, the 5c 
Arkansas tax applies. 


S. O. NEW YORK 


Due to local price conditions at many points in 
S. O. New York territory, actual prices on both 
gasoline and kerosene are being made at under the 
posted tank wagon prices published below. 

Greater New York City: 

Boroughs of Manhat- 
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gasoline and kerosene, per gallon: Alabama, 1/40c on gasoline, 1/2c kerosene; Arkansas, 1/20c on both; 
oth; Kansas, 3/50c on both; Louisiana, 1/32c on gasoline; Minnesota, 3/50c on 


both; Missouri, 3/10c to 1/2c on both; Nebraska, 3/100c on both; North Carolina, 1/4c on both; North Dakota, 1/20c on both; Oklahoma, 4/25c on both; South 
Carolina, 1/8c on both; South Dakota, 1/10c on both; Tennessee, 2/5c on gasoline and 1/2c to 4/5c on kerosene; Wisconsin, 3/50c on both. 
Kerosene inspection fees only, per gallon; Iowa 7/100c; Michigan 1/5c to 4/5c per gal. 
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Tank Wagon, Service Station Markets for Gasoline and Kerosene 
Prices in Effect Sept. 8, 1930 





S. 0. NEW YORK 


Gasoline Oil 
Total 

T.Ws Tea F.6. 6S. T.W. 

Augusta, Me......... 15.8 4 19.8 21.8 12.8 
Manchester, N. H..... 15.4 4 19.4 21.4 12.4 
Burlington, Vt.......16.3 4 as gee 353.3 
New Haven, Conn....15.6 2 17.6 19.6 12.6 
Providence, R. I......12.7 2 16.7 16.7 E87 


Note: S. O. New York allows 3c off t.w. price to 
dealers in New York City, and 2c off t.w. price thru 
rest of territory. 


ATLANTIC REFINING 











Pittsburgh, Pa.......16 * 16 21 13 
Philadelphia, Pa......16 * 16 21 13 
Allentown, Pa. wo *™ 16 21 13 
CS Se 15 «= 15 18 13 
Scranton, Pa. “ac * 16 21 13 
Altoona, Pa... AG § 16 21 13 
Dover, Del... , aa 2 19 21 13 
Wilmington, Del.. ae 19 21 13 
Boston, Mass. ane a 16.5 18.5 11.5 
Springfield, Mass eon & fee "3 ace 
Worcester, Mass. ee Becd Baas F4e3 
Fall River, Mass. ack 2 16.1 17.1 12.1 
Providence, R. I......12.7 2 14.7 16.7 11.7 
Hartford, Conn....... 35.3.2 wise Bese 24.9 
New Haven, Conn....15.6 2 17.6 19.6 12.6 
Atlantic City, N. J....14.5 2 16.5 18.5 13.5 
Camden, N. J... seas 2 15.6 17.6 12.6 
Trenton, N. J.... 2 16 18 13 
Annapolis, Md.. t 18 20 13 
Baltimore, .24 l7.a Eo.a 0:5 
Hagerstown, Md. 74 Re.2 Ze.f 13.7 
Richmond, . a ae 18.7 20.7 12.7 
Wilmington, N. c. 45 18.4 20.4 12.4 
Brunswick, Ga....... 6 21 23 **15 
Jacksonville, Fia 6 19 21 14 


Note: 2c per gal. discount off t.w. price of 
gasoline on sales to dealers; discount to com- 
mercial accounts under contract for one year 
in accordance with Code of Ethics. Erie has 
dealer discount of 4c off t.w. price, effective 
May 28. 

*3-cent state tax is collected by retail dealer and 
paid by him directly to state. 

**Georgia kerosene prices include lc state tax. 


Vv. M. & P. NAPHTHA 


(Changes ordinarily occur coincident with 
gasoline price changes) 


Oleum V.M.&P. Cleaner 


Sprits Naphtha Naphtha 
of eer er 14.7 16.7 17 
| Serre rT 17.4 18.9 20.7 
eee ee 15.9 $17.4 419.2 
Milwaukee........... 16.4 *19.9 *21.7 
Minneapolis........ **20.7 $*22.2 #24 
t Pee rere 13.9 17.1 18.9 
BN. ROMMcicacddicmuass 23 
Pe eR Perr er re 19 23 


*Includes 2c state tax. tIncludes Ic city tax. 


**Includes 3c state tax. 


Petroleum Spirits (Solvent) 
Tank Cars (F.o.b. refinery or seaboard terminal) 


Seer er 11.00 

PRTSGOlDISG GIGETICE. c00ccc cccccccece 11.00 

DEE cach ous Keucidacsveunee 11.50 
Tank Wagon or Steel Barrels 

te ee een rete 15-16 

Syracuse....... 





Rochester... 
Buffalo..... 
Providence. 
Boston..... 
Bridgeport.. 
ewark.... 
Philadelphia P er 
PINE Coc cnssiceded a eeseneeds 
Note: 2c off above t.w. prices to large buyers 
in some instances. 


CANADA 


(Per Imperial Gallon, which is 1.2 American Gallons) 
ONTARIO Gasoline Oil 


‘ota 
T.W. Tax T.W. S.S. T.W 
ONOMNG Ss 5< scours tewes 19.5 § 24.5 28 20.5 
Le ere 19.5 § 24.5 28 20.5 
INOGD DAV .cs cccsces 7) 6B 27.5 33 27 
Pt: WHAGNs co ccssmes za:5 § 27.5 31 22.5 
Border Cities, including 
i. es 18.5 5 23.5 27 19.5 
—— 
WIMMNO 6 5s ecccnes 5 26 30 41.5 
SASKATCHEWAN 
ANA rae orecceueas 5 31 35 26 
pa 
RaMORtOR. 6. cic ccs 27.5 3 32.5 36 27.5 
rae 23.5 5 28.5 32 23.5 
BRITISH COLUMBIA 
VeROGRTER< occcccccas aC 8 32 24 
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QUEBEC 
Gasoline Oil 
Total 

T.W. Tax T.W. S.S. T.W. 

| rr 20.5 5 25.5 29 21. 
Quebec City. ........ 21.5 5 26.5 30 22 5 
Three Rivers......... 21.5 5 26.5 30 22.5 

NEW oe 
Be TOs ccedicnenecs 25 29 22 
WS. 0050 6 twee cus 40 : 25 29 22 
NOVA SCOTIA 
PI aceite dencess 20 «5 25 29 22 
PRINCE EDWARD ISLAND 
Charlottetown........ aw § 25 29 22 


Note: In districts surrounding these points Ic 
additional is added to city price. 


Following are tank wagon prices of 
aviation gasoline in principal marketing ter- 
ritories showing state and municipal taxes: 





Aviation Gasoline Prices 








S. O. NEW JERSEY 
Prices in Effect Sept. 8, 1930 
T.W. Tax Tota) 
a Se Peer 17.4 bd 17.4 
Baltimore, “3 -16.2 a 20.2 
Washington, D ‘~  o DLS 2 yi 


*New Jersey road tax of 2c does not apply on 
aviation gasoline, exemption being claimed at time 
of purchase. 


tPrice at Washington is on Stanavo Aviation gas- 


oline which sells at a 2c premium over “Standard” 
aviation gasoline, 

S. O. OHIO 
yj.) | ree 17 a 21 


Discounts given by S. O. Ohio: ro ai-port delivery 
only: 2,000 gals. or over 1 month, Ic per gal., 6,0) 
gals. or over per month, 2c; 12,000 gals. and over per 


month, 3c. 
S. O. INDIANA 

COO ccaacewsees 17 3 20 
Indianapolis, Ind..... 37.2 7 21.2 
Detroit, Mich........ 17.8 3 20.8 
Milwaukee, Wis...... 17.1 2 19.1 
Minneapolis, Minn....18.2 3 21.2 
St. Lous, Mo. .. <0. 16.4 2% 18.9 
Kansas City, Mo..... 16.9 3 19.9 
ij. 8. |e 19.9 3 22.9 
Teatomy GBR. cccscncs 18.3 4 22.3 
Whrebrta, Kaa... . «0. 15.8 3 18.8 


In S. O. Indiana territory, buyer pays state and 
city taxes on aviation gasoline, and if he can get a 
refund from the state, he does so. St. Louis tax of 
2}4c includes 4c city tax and Kansas City tax in- 
cludes lc city tax. 


S. O. LOUISIANA 


New Orleans. La...... 16 5 21 
Nashville, Tenn...... 18 5 23 
Memphis, Tenn...... 17 5 22 


2c per gal. discount off above t.w. prices to dealers 
and commercial consumers. 


S. 0. NEBRASKA 
CGNs cis vdanuscins 18.25 o 
2c per gal. refund to resellers, 


CONTINENTAL OIL CO. 


22.25 


SPeneds; Cake ccs acces 15 a 19 
Cheyenne, Wyo...... 19.5 f 23.5 
Helena, Mont........ 25.5 5 30.5 
Salt Lake City, Utah. ee 5 3.5 23 
tAlbuquerque, N. M.. 5 24 
pes eee HS 5 26.5 


*lc per gal. discount to dealers at Denver. t2c per 
gal. discount to dealers at Albuquerque. 


S. O. CALIFORNIA 


Phoenix, Ariz........ 17 7 21 
Los Angeles, Cal..... 19.5 3 22.5 
San Francisco, Cal. ..20 3 23 
Wate, NOC. cccieccccus 24 a 28 
Portland, Ore........ 19.5 4 23.5 
Seattle, Wash........ 19.5 3 42.5 
Spokane, Wash....... 23.5 a 26.5 


4c per gal. discount off t.w. price of gasoline to 
customers taking tank truck delivery, through 
. O. California territory, except lc discount at 
Phoenix. 





perfect’ 


... SAYS BILL 





“Sometimes the more gewgaws and 
‘improvements’ put on a thing the 
less satisfaction you get. 

“Take this matter of oil measures, 
for instance. I like a Brookins, and 
I'll tell you why. First, nothing could 
be simpler than the Brookins valve 
mechanism. It applies the direct lever 
principle. Nothing to bend, break, 
stretch or get out of order. 

“And then, Brookins Measures are 
about the foughest things I’ve ever run 
up against. Why the Brookins people 
even tossed an ‘All-in-One’ out of an 
airplane without putting it out of 
commission. I’m for Brookins 
Measures every time.” 

Bill 


Naturally we’ re inclined to agree with 
Bill. And we'll back up everything he 
says. So if you like the tone of Bill’s 
talk, and want to look over a Brookins 
“All-in-One” Oil Measure, just put it 
up to your jobber salesman. He'll 
show you the measure you want... 
in any size you want, from 1 to 10 
quarts. In the meantime, write for 
descriptive literature. 


BROOKINS MEG. CO. 
7211 Hawthorne St., Dayton, Ohio 


“SATISFYING AIDS TO SATISFYING SERVICE’’ 











‘gt 


SPECIAL: 


(Col-Tex Furnace 
Oil— 35/6 gravity 
taking the gas oil 
rate; light straw 
color, low flash 
and end point, 
zero cold test, low 
sulphur, fully 
treated, doctor 
sweet odor, avail- 
able for spot or 
contract ship- 
ments.) 


\N f \ X 


SAS 





OL-Tex Ethyl Gasoline—re- 
C fined at Colorado, Texas 
from aromatic base crude, 
rich in natural anti-knock value, low initial and end point, 
made perfect by the addition of Ethyl fluid—a matchless high 
test and anti-knock gasoline all in one—the final answer to the 
requirements of the modern motor—a genuine premium 
gasoline. 





Col-Tex Regular Gasoline—refined at Colorado, Texas, through 
the most modern refining and cracking facilities designed to 
produce a volatile, anti-knock product—better than U. S. 
Motor, high in natural anti-knock qualities, water white, 
doctor and corrosion test—the ideal, economical, all-season, 
all-purpose gasoline—sells for regular prices. 


‘*Col-Tex’” means modern gasoline, refined under the most 
modern methods to meet modern 1930 motor requirements. 
Gasoline, to keep pace with modern motor cars, must be con- 
stantly improved in volatility and anti-knock value. 


Write for particulars on our marginal contract covering these 
splendid Col-Tex products, together with advertising and 
sales-building plan. 


CoL:TEX REFINING COMPANY 


ANDERSON-PRICHARD O1L CORPORATION 


enn ()) naan > 


OKLAHOMA City, OKLA. 
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Crude Oil Prices (in Effect Sept 8, 1930) 


(Crude prices for the whole year in OIL PRICE HANDBOOK published annually) 





EASTERN FIELDS 


(Posted by Joseph Seep Purchasing Agency) 
Bradford crude in Bradford Transit Co. and 
New York Transit lines (Effective July 11, 
RPE ea re rr rere. $2.1 
Bradford—Alleghany district (posted by Tide 
Water Pipe Co.,Ltd.) (Effective Aug. 22,1930) 2.50 
Penna. Grade Oil in National Transit Lines 
(Other Pennsylvania) (Effective Aug. 22, 
ME iti ich tk orate dma Weak ah cake eames *2.30 
Penna. Grade Oil in Southwest Penna. Pipe 
Lines — Pennsylvania) (Effective Aug. 
cE A er ee ree 2.25 
Penna. Grade Oil in Eureka Pipe Lines 
(West Virginia) (Effective Aug. 22, 1930). 2.35 
Penna. Grade Oil in Buckeye Pipe Lines 
(Macksburg, O.) (Effective July 11, 1930). ¥.75 
Wayne district crude in Contouland lines 
(West Virginia) paecine San Dh tees Behe 
Corning Grade in Buckeye Pipe — 


oO 


Ohio) (Effective July 19, 1930).......... .50 
Somerset Oil in Cumberland Pipe Lines 
(Kentucky) (Effective July 23, 1930)....... 1.30 
Somerset Oil in Eureka Pipe Lines (Effective 
UNE Bg ENON kro 5s 0s oa Redes ann ewen eas 1.14 
Ragland Grade in Cumberland Pipe Lines 
¢ <entucky) (Effective Jan. 29, 1929)..... $0.60 
*Oil run prior to July 1, 1929 is $2.25 per bbl. 
(Posted by Stoll Oil Refining Co.) 
” Sap Ky., oil in Stoll lines (Effective oar 25, 
ES ais) ha aca ack cE Sa Reo $1.35 


MICHIGAN 
(Posted by Dixie Oil Co.) 


Traverse and Dundee (Muskegon), effective April 
16, 1930, same gravity and price schedule as Prairie 
posts in Oklahoma and Kansas, which see below. 


(Posted by Pure Oil Co.) 


Midland, Midland County (Aug. 21, 1930)...$1.30 
CENTRAL STATES FIELDS 
Posted by Ohio Oil Co. 
Wooster........ $1.70 Princeton....... $1.65 
OE eee 1.55 Illinois. wand eee 
WALEEIOO. i. 6.0:+ 1.20 Ply mouth... | Pe «, 
PAGIOBEs os <ac0s | RY West Kentucky. 1.55 


CANADIAN CRUDE 
Posted by Imperial Oil Refineries, Ltd. 
ROMER az: 21nd ab alle Goce ara ikl 6 are wale a erie aie $1.95 
MRI. Po cac dee wa nenekeaas wares, Oe 
OKLAHOMA, KANSAS and NORTH TEXAS 
Prices of Prairie Oil & Gas Co. 
(In Oklahoma and Kansas) 


Effective Apr. 10, 1930 


Beta. 25). 666002 $0.75 35-35.9 ov eee 
7 |, Se err 0.80 36-36.9... A rs 
pe Te 0.85 os ae Bee 1.325 
cu a? Se ae 0.90 38-38.9.. 1.36 
(i 0.95 39-39.9 1,395 
2. 8 ee 1.00 40-40.9 1. 43 
30-30.9 1.05 41-41.9 1.465 
31-31.9 1.10 42-42.9 1.50 
ee ee ee | te 43-43.9 : 1.535 
FIO Ricnccence Da kee 44 and above. BE. Y 
= | a: re Buea 


(In North Texas: Ranger, Wichita Falls, Mexia) 
Effective Apr. 10, 1930 


Below _ ae 72 30-30.9 .$1.02 
| Ep 0.77 31-31.9 - FOZ 
1 Se 0.82 32-32.9 | Fe 
27-27.9 0.87 33-33.9 1.17 
‘Le 8 eee 0.92 34-34.9 522 
a eh Aen 0.97 35-35.9 1.255 


| 
| 
| 


Oil Equipment Association 
Formed in New York 


NEW YORK, Sept. 6.—The Ameri- 
can Oil Trades Equipment Assoc. Inc., 
has been organized here. Membership 
is confined to manufacturers, jobbers 
and distributors of oil and gasoline 
equipment, oil burners, and allied 
lines. 


Officers are: Thomas F. X. O’Con- 


September 10, 1930 


36-36.9... . $1.29 i) SS Aer $1.465 
Ay eee oC REGED. ccce hiae 
cS a tes Re: 43-43.9..... . kegae 
Na ee ae 1.395 44 and above... 1.57 
|b. Sea 1.43 


The Texas Co., same schedule in Oklahoma as 
Prairie in Oklahoma; and in North Texas, North 
Central Texas and Central Texas same as Prairie and 
Humble in North Texas, effective Apr. 10 

Humble Oil & Refining Co. Prices 


(Ranger, North Texas, Mexia, Powell, Boggy 
Creek, Richland, Wortham, Lytton Springs, Currie, 
Moran and Nocona crudes all in Texas.) 

Humble’s prices in above fields same as Prairie’s 
prices in North Texas, effective Apr. 10, which see. 


Magnolia Petroleum Co. 


(In Oklahoma, Kansas and North and East 
Central Texas) 


Below 26....... $0.70 28-28.9. Sig) 88 
VS, eae 76 yo SB Seer 95 
yA ee 0.82 FEA: bs einees fi :02 


Rest of Magnolia schedule up to 44 and above 
same as Prairie in Oklahoma and Kansas. 

Apr. 10, 1930, Glasscock, Crane, Upton, Winkler, 
Howard and Mitchell Counties same prices as 
Humble’s postings in Winkler, Crane, etc., wae a 


CE EE ORY ss 0 
RMN cbse sede una tenacesaveueceeaawnd 0.85 
[aa EPO TL, 
Darst Creek, 60° F. gravity........ B15 


Carter Oil Co. 
(Oklahoma and Kansas) 
Apr. 10, 1930, same schedule as Prairie, which see. 
PANHANDLE TEXAS 
Humble Oil & Refining Co. 
Effective Apr. 10, 1930 
Hutchinson and Carson Counties: 


Below 32. abies 4 cS eee 
SITET: cincsicns GeGas Ks ye Se 1.10 
33- 33.9. video Goeee 40-40.9. ceux Banee 
oS See oe GEeBEF. cvcue Ree 
FOES Dic vdcns ve Gere 45-42.9. 023... aS 
5 oe ae es 43-43 .9 eee eae 
Ka a ~ 2.08 44 and above... 1.275 
Gray County: 

+ Se $0.755 ko 1 fe Pee 
y. Sere 0.805 LS Et iD OS 
tS. & Se 0.855 39-39.9 wus Beas 
ES | BL ee 0.905 40-40.9 ere fe 
32-32.9 cuee Geos 41-41.9 1.30 
33-33.9 rere fF :. 42-47 .9.... 000% Nada 
S4-54.9...0.0626- 2.055 43-43 .9 « eae 
BIES  Peevicnauee NOU 44 and above 1.405 
36-36.9.. aie eee 


Wheeler County: Posted by Magnolia Pet. Co 
Humble withdrew Wheeler county postings Apr. 10 


Below 30 Pe Py ke, 37-37.9 $1.11 
30-30.9... . 0.805 38-38.9.. 1.145 
31-31.9.. .. 0.855 39-39.9 1.18 
6) 2) Eh Serer OL 40-40.9.. 1.215 
33-33.9 : . 0.955 41-41.9. Fe 
Ct, ere 42-42.9 1.285 
bah bo eT re 1.04 43-43 . 322 
OMe Pe inst ewiced 1.075 44 aia we... 3.355 

Above prices met by The Texas Co. and Magnolia 
on Apr. 10. 


WEST TEXAS AND NEW MEXICO 
Humble Oil & Refining Co. 


Effective Apr. 10, 1930 


Winkler, Crane, Upton, Crockett, Ector, and Pecos 
Counties, also Lea County, N. Mex. 

Below 25 a 65 53.38 59. oa $0.86 
BIR EP EPs vasiecs 0.68 7 Y I Se 0.89 
pS a ee Oy le 33-33.9 P| A. 
Bode Pscucccccs Qe a oh Nee 0.95 
7 >. | Oh rr | ay oy 35-35.9 .. 0.98 
29-29.9.. sce UO0 36 and above... 1.01 
PIO Pe eccaareer 0.83 


nell, National Tank Co., New York, 
president; J. P. Van Overmeer, Petro- 
meter Corp., Long Island City, N. Y., 
vice president; and P. J. Fitzpatrick, 
secretary-treasurer. Directors include, 
in addition to the officers; J. F. Ren- 
ick, Renick & Mahoney, Inc., New 
York, and C. H. Meister, Preferred 
Utilities Mfg. Corp., New York. A. G. 
Kraus is general counsel. Headquar- 
ters are 105 West 40th St. 


CLEVELAND, Sept. 6.—W. H. Hux- 


Howard and Glasscock counties: 
Effective Apr. 10, 1930 


2 eee $0.65 () 5) Bee 
25-25.9.. 0.68 3232.9. si . 0.84 
ye 0.71 ps . 0.86 
iS Ee 0.74 34-34.9. . 0.88 
yp 0.76 cL ee 3S 
y. 2 Se 0.78 36 and above... 0.92 


0.80 
Apr. 10, ‘1930, Ni” Texas Co. posted same prices 
in rane, Upton, Winkler and Lea counties as 
Humble. 
SOUTH AND SOUTHWEST TEXAS 
(Posted by Humble Oil & — Co.) 
Effective Apr. 10, 1930 


I ia 's cn handndeqaectealeunedtac sd sess $0.85 
WE PUNENaaheclacwaadecnncuawseuTd ue «duces 1.15 
ENGNE GMOs se daecepakCeessadedanweecs 15 
Pettus, Bee County (Effective Aug. 21)...... 1.15 


NORTH LOUISIANA—ARKANSAS FIELDS 
Prices of Standard Oil Co. of Louisiana 
Caddo, Homer, Haynesville, Bull Bayou, El Dorado, 


Crichton, De Soto, and Sabine. 
Effective Apr. 11, 1930 
87 36-36 


Below 26. 2.2 sec $0. * OS Saree $1.29 
yh eee 0.92 TS 1.325 
rs 2. 4 Se 0.97 . See 1.36 
. A Serre 1.02 39-39.9.. « oa 
.) * 7 1.07 40-40.9.. . 1.43 
32-32.9.. 1.12 41-41.9.. . 1.465 
A 1 Is 1.17 42-42.9.. « ewe 
| Ss 1.22 43-43 .9. 1.535 
ae 44 and above... 1.57 


Sarepta and Carterville below 
Rest of schedule same as Caddo, 


Cotton Valley, 
36 gravity, $0.85. 


Homer, etc. 


Seer. BANE De iaiw oc a Chi ar ccdeereaeds $0.90 

do WOE Gs o xaitctvadenndden 1.05 
ewes. Chee. 58: See ed a wwek widntacaene 1.15 
paige ay eS ee 0.95 


TEast El Dorado (Calion) (Apr. 11, 1930).... 0.90 

*Posted by Louisiana Oil Refining Corp. 

tPosted by faenene Petroleum Co. 

Apr. 10, 1930, The Texas Co. same schedule in 
Louisiana as Standard, plus these grades: 24-24.9, 
$0.67; 25-25.9, $0.72; 26-26.9, $0.77; 27-27.9, $0.82. 

Apr. 11, Magnolia met Standard schedule in 
Louisiana-Arkansas fields. 

STEPHENS, ARKANSAS 

Louisiana Oil Refining Corp., and Atlantic 

Oil Producing Co. 


Effective Apr. 11, 1930 


Below 28..... $0.76 i - $0.91 
28-28.9 0.81 31-31.9 ce oe 
29-29.9 , 0.86 32 and above.... 1.01 


GULF COASTAL 
Posted by Humble Oil & Reining Co. 
Effective Apr. 10, 19 


Grades A $1.15 34-34.9.......$1.30 
Grades B 35-35.9 1. 33 
Below 25 1.00 36-36.9 1.36 
25-25.9 1.03 37-37.9 1.39 
26-26.9 1. O¢ 38-38.9 eee, 
27-27.9. 1.09 cy Se) 
28-28.9 1.12 40-40.9....... 1.4 
29-29.9 1.15 41-41.9 1.48 
30-30.9 1.18 42-42.9 1.50 
31-31.9 1.21 43-43.9 1.52 
32-32.9 « Baa 44 and above. 1.54 
pies Oe 1.27 

Refus3io county (rest of schedule, same 
Below 25 $0.85 as Grades B, which see 
25-25.9 1.03 above). 

Fields classified as A and B are Spindletop, Goose 


Creek, Hull, Liberty, Sour Lake, West Columbia, 
Orange, Boling, Humble, Pierce Junction, Sugarland 
and Raccoon Bend. All other fields are Grades A only 
Specifications for Grade ‘‘A” crude: Gravity: 
25° and below, at 60° F; Viscosity: not less than 100 
seconds at 100° F Saybolt. 
Sulfur: not over .4% 
Grade ‘‘B” inclu des all Coastal crude which does 
not meet the test for “A” grades 


ley, head of Huxley & Co., Liverpool 
and London, a long established grease 
and lubricating oil firm, is on a trip 
in the United States, accompanied by 
Mrs. Huxley and their two children 


LONDON—According to official Rus- 
sian statistics, exports of Russian 
petroleum products during the first 
eight months of the current business 
year amounted to 3,038,000 tons, an in- 
crease of 37 per cent on the correspond- 
ing period of the previous year. 


95 





The Sistersville 
nap tn a Sie oes Po r { a b ] 


tank mounted on skids 
enabling this complete 


unit to be easily and A PORTABLE FILLING STATION 
quickly moved to any F O R F I E L D S E R Vv I C E 


desired location. 


Furnished in any size tank up to 500 gallons. 
Here is anew unit particularly well adapted 
..to meet the requirements of General Con- 
tractors, Large Operators, Industrial and 
Agricultural uses, as well as for the indi- 


vidual car owner. 

A self measuring gear pump, with 8 feet of 
34" Triplexd hose, regulation nozzle, and 1” 
suction pipe with foot valve. Comes with 3” 
Fob} 0} 0) (coeenct-Vchi am co MMOL e) ob ol ten a 

Tank is of 12 gauge material standard 
Sistersville Filling Station Tank Construc- 
tion, mounted on skids. 

Also comes in another model complete 
without skids for permanent location. 

Write for details and prices. 


Tank is equipped with skids—making it easy ae 
to draw from one location to another. | 
Can furnish any size tank 


up to 500 gallons, 
TANKS 





SISTERSVILLE TANK & BOILER WORKS, Sistrersvitte, W. Va. 





SUPERIOR|| , ; 
KEROSENE|| “What About The OILGRAM? 


—asked the executive of a gasoline company on the west coast 











—v recently of a Tulsa oil man. His answer was... 
A product of careful “If you were to wire me for Mid-Continent 
eat gasoline prices today, I would phone a member of the 
renning OILGRAM staff, and my reply to you would be the 
gist of what he told me. The OILGRAM staff is in direct 
Clear Sparkling and close contact with the markets almost every hour 


of the business day. They know their business.”’ 


Water White 
: ‘ You too, can have the benefit of this close contact 
Burning Oil with all phases of the market at all the _ principal 
refining and marketing centers. 


The service costs only $65 for 6 months, or $100 a year, 


Why not let us ship you payable in advance. Approximately 40 cents a day— 


a trial order for a car less than the cost of one wire or one phone call. 

of 45 or 46 gravity SU- Avail yourself of this fast, daily market service 

PERIOR KEROSENE | today—send your order with check to the nearest mailing 
today? | en 


TULSA—904 World Bldg. 
CHICAGO—35 East Wacker Drive 
NEW YORK—342 Madison Avenue 
CLEVELAND—1213 West Third St. 


SUPERIOR OIL WORKS 


Warren, Pa. 








Refiners of Petroleum 
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a @ 
ruae I rices (in Eff S 
in Effect Sept. 8, 1930 
(Prices are per barrel at the well) 
(Crude Oil Prices for the whole year in OIL PRICE HANDBOOK published annually) 
GULF COASTAL ROCKY MOUNTAIN FIELDS Grass Creek light BE ne Se : $1.55 
. Big Muddy...... iracohwaace aac ; < oe 
Prices of The Texas Co. ane - > sees — “ig aa Lance Creek.. 1.63 
” : alt ne oo effective Apr. 10, 1 = = Rock Creek 1.35 
Effective Apr. 10, 1930 tSalt Creek 29-29. eee , $1. 06 Mule Creek Kees bacee e's 1.20 
ee eee F090. 9 eee, 1:05 Rex Lake... sy saleneroaic 1.10 
Grades A........$1.15  *Grades B N.00 « « Beg" it setae = 
5 “ 33-33:9.. 1.185 Sunburst, Mont..... 1.65 
*Grades B include all heavy crudes which do not Bats oe ee l 22. PRIOGUGERS Ihe MAGRiv es «sec sa ca casts 1.40 
meet tests for Grades A or for Grades B light crude. es 4 2 Bas 235 Artesia, N. Mex.......cccesseces 1.05 
; 56 >. Peer Pe 
Prices for Grades B light crude are the same as “ “37 and above.. 1.325 tPosted by Midwest Refining Co. Midwest also 
Humble’s, which see. Elk Basin 1.55 buys Grass Creek light and Elk Basin 
CALIFORNIA 
Standard Oil Co. of California 
(Effective March 11, 1930 
* a = én 
o4 § . < © 3 
17) Saal r 
it = § | >) am ~ = & = ~ g 2 
ohne 6 3 Se o = 2 = a> = 53 
¢ z =e 3 = 2 23 s§ ,= § 
= ct kx § N 3} © 4 “an 3s 8 = c a= > 
=o SU ae Pa 8 = wii 0% HD ®e x - = Pe <3 
, mgesace £3 eo} mt ° oo ann << ase - § 25 sa = 
| B ezose eff 3 3S 22 3 oe "5 Gee sete # & E ¢e *5 & 
= a" st5c os t aa bs 4 s = man a im a 7 aos 32 
A Sggees £82 § %§ES 2 € & de SHE otis § 2 jF B88 EES $3 
& S§esvs roe B-) & os He ° EES od =458 g = 2 ze gs 2 
c) na<neO <24 as Be =. = S BES 2ZsM suas 0 S Y 62 ae >< 
CS Dh a re $0.70 $0.70 $0.70 $0.70 $0.70 $0.55 $0.55 $0.55 $0.55 ; $0.55 $0.70 $0.70 
J 8 Lt ee PY i. 70 70 .70 .70 55 55 255 255 .55 .70 70 
16—-16.9. 6.65% .70 4 70 70 .70 70 35 655 55 55 $1.65 55 70 70 
1 = eee .70 = 70 70 .70 70 55 55 255 55 for 55 70 70 
A | See .76 ° 76 76 71 76 55 62 62 62 55° 65 75 76 
(DS LD Sere . 82 a 82 82 7 82 55 70 70 70 gravity 70 80 82 
‘2 ee 88 S 88 .87 . 83 87 bee 78 78 78 and ~ 78 85 88 
fe .94 em .94 93 .90 .93 $0.92 86 86 R¢ over 90 90 91 
ys + 2 Se 1.00 1.00 8 97 .98 95 94 94 94 95 97 94 
5 5 ee 1.07 1.07 1.05 1.04 1.01 1.02 1.02 1.02 1.02 1.05 1.00 
oS Sh er 1.14 1.14 1.14 1.11 1.10 1.07 1.09 1.07 1.07 1.10 1.08 1.07 
A. } oo Be re Eze 1.39 1.21 1.17 1.16 1.13 1.16 1.12 1.12 1.18 1.13 1.14 
2S 1.28 1.24 1.28 has | a 5.59 1.23 Reuse ys 1.26 1.18 1.21 
ana i= li re 1.35 1.29 £35 1.29 1.30 1.25 1.30 1.23 1.22 1.23 1.28 
eer 1.42 1.34 1.42 Roo PE |B 7.30 Riae 1.28 1.35 
| 7. ee 1.46 Fao 1.46 1.38 1.41 1.37 1.41 1.31 Pe 1.39 
SE sos ane «: 9% 1.50 1.45 t1.50 1.41 1.45 1.43 1.47 Be 5.39 1.43 
—t |S See 1.55 1.51 1.49 1.53 1.39 1.45 1.48 
Ko i Saree 1.60 b. 37 . 1.55 1.59 1.43 1.51 1.53 
co Sk: 5 Sree 1.64 ; 1.60 1.65 1.47 1.58 1.59 
ag. Db ee Baas }.32 1.65 tt1.71 5] 1.65 
so | eer 1.78 1.39 1.70 TYi-te 1.55 1.71 
gee ea arareraene 1.84 1.46 1.75 ’ 
io (> ee 1.90 ¥.53 1.80 
. a ee ee 1.96 1.60 1.85 
bc oe on ate a 2.02 1.66 1.90 
* ae bt Cea 2.08 Lite 
ue Pe Re 2.14 1.78 
a ae ree slater 2.20 1.84 Siar bee sliexs Rte me 
*Inglewood prices run only to 28.9 gravity; Olinda-Brea Canon to 31.9 gravity. 
tRichfield crude only. ttThese two grades apply on Lost Hills only. 
**Standard does not contract for crude testing below 14 gravity, but pays 45c per barrel when purchased 
REFINERS’ and COMPOUNDERS’ SUPPLIES 
Following are average market prices for materials Sept. 8 Sept. 2 Sept. 8 Sept, 2 
used by refiners and compounders effective on the Soya Bean, Tank, coast Ib. 9.50 9.00-9.50 White bleached . gal. 58-60 57-58 
date shown. Yellow bleached .. gal. 51-53 51-53 
Oleic Acid Whale, extra winter bleached, 
Refiners’ Supplies Distilled, tanks...........1b. 8.25 8.25 ret eeees sees Ball 85 35 
Distilled, bbls............1b. 9.125 9.125 |. 
Mgt. © Mie. Kivceiked tanks... Ib. 50 350 Naval Stores 
Soda Ash light 58% bags, cwt. $1.32 $1.32 Saponified, bbls....... Ib 9.375 9.375 Steam, distilled turpentine 
Silicate of Soda 60 deg. drums, N. Y wal. 40 40 
pepeclae eas se ols 6 tiaiviein 10 CWKe $1.55 $1.55 Lard Oils Gisau diated. irpentine, 
~—— sembedbeied = $0.60 $0.60 Prime Winter Strained lb. 12.75 12.75 : Savannah .... o . gal. 39 39 
Silicate of Soda 40 deg. drums Extra Winter Strained.....1b. 10.25 10.25 Gum turpentine, N. Y...gal. 46 44 
peat 7 mae $0. 80 30.80 Extra i peace cnc 10.00 10.00 — turpentine, f.o.b. cars 32 96 32 96 
karma duis Lie a wale : ; af pos an aoe Cawennals ~ la 38.25 38.2 
Gel Bada Os....... 0... +e. $1.00-1.05 $1.00-1.05 Extra No. 1......-......-Ib. 9.75 a2 Wand Mecin, 4. ¥ gal $5.26 $5.26 
Caustic Soda 76% solid, cwt. $2.90 $2.90 a Berra ace domes a ss — aa ae 6. Wood Reain F, Sava’h. .. bbs. $4.50 $4.50 
Sulfuric Acid 60 deg. tank oo ll lalate 9°38 o°3¢ Gum Rosin B, N. Y. bbl.  $5.85-$6.00 $5.65-$5.85 
cars, f. o. b. shipping point $11.00 $11.00 een es e's : - ss Gum Rosin B, f. o. b. cars 
PL RTE ee Goer S11. - O . Savannah | ‘ 84.9 
Oleum 20%, fuming sulfuric, Neatsfoot Oil R alge pure ras ; — 7 ” +4 - 
tank cars, WEE...655<..<5. $18.50 $18.50 Pure, bbls. sabes 2 anes 12.125 A2.525 cain oil. compounded..aak 50 50 
Sulfur, flowers of........cwt. $3.10-4.00 $3.10-4.00 Extra, bbls. bral aiewaieth + eee 10.00 10.00 ; P ? ; 
Liquid Chlorine, tank cars, No. 1 bbls. . eee 9.75 ».75 > Ts 
OE gti ccecuasacands Ib. 2.40-2.45 2.40-2.45 Cold Pressed ‘lll 17200 17:00 ‘Pine Tar 
Kiln burnt ....bbl. $13.00-14.00 $13.00-14.00 
Compounders’ Supplies Fish Oils Retort .. - bbl. $13.50-14.50 $13.50-14.50 
. Menhaden Oil 
Vegetable Oils liake Femeed,...<. .. egal. 48-50 48-59 Alcohol 
Linseed carloads, spot....lb 12.50 12.40 Light Pressed, tank cars, Denatured Formula 5, in 
— ROG MR oaxciaeccenes 11.80 11.80 Se erry gal. 42—44 42-44 bbls., per gal —- 46-48 46-45 
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Public Calls ‘Em “Colonial Stations” 


So Beacon Changes Name 


torists who patronize their 
service stations in the New 
England states and New York 
repeatedly used the name ‘‘Co- 
lonial’”’ when referring to the 
company, directors decide to 
change the title of the corpora- 
tion from Beacon Oil Co., Inc., 
to the Colonial Beacon Oil Co. 
Almost since its founding in 
1920, the Colonial Beacon Oil 
Co. has sold Colonial gas, Bea- 


B ions. thousands of mo- 


By John J. McCarthy 


con motor oil and other petro- 
leum products. The Beacon 
stations were generally referred 
to as Colonial gas stations. To 
further the Colonial and gaso- 
line coordination of thought in 
the minds of customers, many 
company-controlled Beacon 
service stations were built in a 
colonial architectural style; and 
green and white were soon pre- 
dominant in the color scheme. 
Soon the Colonial gas idea be- 





. 
~ | 
D\-Toe! 
..* vr 
on a, 
Pe speed 
. . 
Believe li or not! RIPLEY, 
King of Curiosity. in aseries 
of weekly radio programs 
sponsor ed by the Beacon 
Oil Company, beginning 
Monday, April 14, at 7.30 
P. M. over stations WEAF 
_WEEI_ WTAG —WJAK 
—WCSH —WTIC*—WCR* 
—WGY.* Something really 
new—don't miss it! 


“ds woo as available 








Colonial Gas is packed with power 
—and that power is primed for 
It flashes into action with 
the rapier thrust of a burnished 
bayonet. One sound reason why the 
army of Colonial customers is grow- 


ing by leaps and bounds. Join up! 


Colonial Gas ranks extremely high 
mojors of the latest high-compr pH Pca Par ahed 
me tbl prefer Colon 


Colonia 


Warm -Weather Twin to Colonial Double-Quick Wintergas 





anti-knock Ree But for 


ial Eshyt— Color 4s vith Esky! ws dded 


” Gas 








Typical advertisement of Colonial Beacon Oil Co. with the Colonial trooper 
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came firmly implanted in the 
consciousness of customers that 
even though unique stations 
with tall Beacon Light towers 
were erected, the public re- 
ferred to these, too, as Colonial 
gas stations. They wrote let- 
ters to the Colonial Gasoline & 
Oil Co. commenting on the qual- 
ity of Colonial gas, the beauty 
of Colonial stations. 


As long as the motorist in- 
sisted upon having his way, the 
directors of the Beacon Oil Co. 
decided to go at least halfway 
in the matter. Not wishing to 
lose the identity of its Beacon 
motor oil, Beacon Penn oil and 
Beacon greases which, because 
of copyright technicality, could 
not be renamed Colonial motor 
oil, it was decided to change the 
name of the company to the Co- 
lonial Beacon Oil Co., Inc. 


No spectacular statement was 
made to the public regarding 
this because it was assumed 
that it believed that the name 
was the Colonial Beacon Oil Co. 

According to R. B. Kahle, 
president of the company, the 
only announcement was a re- 
lease to the daily newspapers, 
most of which was run on the 
financial page. 

The Colonial Beacon Oil Co. 
is capitalizing on its new name. 
In its newspaper advertising il- 
lustrations are giant sized Co- 
lonial troppers. In its radio 
program, the ‘‘Colonial Beacon- 
lights,’’ entertainment is by an 
orchestra named ‘“‘The Beacon 
Colonials.”’ 

Live Colonials, in full uni- 
form, paraded the streets of 
Providence, Rhode Island, and 
other towns, stood at attention 
before Colonial service stations, 
served countless motorists from 
green Colonial gas pumps. 

Colonial squads march along 
with every motorist who tours 
New England or New York 
state and from their position on 
painted bulletin or poster board, 
call attention to Colonial gas or 
Colonial Ethyl. 
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Check these Specifications and Features 


Before buying gasoline retailing meters 






























































Buffalo Any 
QUESTION Gasoline | Other 
Meters Type 
1 Has this meter proved in service that it will measure Yes! 
accurately over a period of years? _ 
2? Is it now used and accepted by large users? Yes! 
Is the meter manufactured in large commercial 
3 Yes! 
quantities? 
4 How long has it been on the market? 14 years 
5 Is it backed by a large established manufacturer Yes! 
of unquestioned standing? _ 
6 Can the meter be taken apart without disturbing Yes! 
the pipe connections or register? ” 
7 Can adjustments be quickly and easily made by Yes! 
the user? _ 
8 How few moving parts are there in the measuring Only 
unit? One 
9 Is the meter built complete as one unit having all 
desirable features, including 10-inch double faced 
dials, concealed total register, bell to ring at each 
gallon and register mechanism totally enclosed? Yes! 
10 Does the meter have any packing or washers to | 
need periodic replacement? No! 
- The Buffalo Gasoline Meter is a 
] 1 Is it affected in any way by extremes of cold or | positive displacement, single pis- 
heat? No: ton meter. This is the simplest 


construction of any meter. 


HESE are the points that are vitally important in a meter pump, 
Z and all are strong features of the Buffalo Gasoline Meter. Before 
you contract for meters -.. before you buy meter pumps, compare 
the Buffalo Gasoline Meter with any other type. You will find the 
Buffalo Meter is the leader in the features that make a gasoline 


A m TR 


a es 





meter truly worthwhile to buy and use. When you buy on exact 





specifications and proved performance, you will choose 


a Buffalo Meter. 


TRADE MARK 
REG US. PAT OFF 











BUFFALO METER CO., 2889 Main St., 
Buffalo, N. Y. 


Please send us without obligation a copy of your 
new book, entitled ‘’Buffalo Gasoline Meters Over- 
come Competition,” telling the full story of gasoline 
retailing meters. 

Individual 
Firm Name 
Street address or P. O. box. 


City State 
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Transactions in Oil Shares on New York Stock Exchange 









1929 1930 Listed Par 
_High Low High Low Shares Value 








4254 17% 42% 20% 922,075 N.P. 
6434 12144 37 15% 209,180 N.P. 
4714 34% 51 32% 2,240,000 $25 
77% 30 513% 30% 2,683,868 25 
49'4 20 34 2014 2,257,108 25 
3444 25 35 28 2,060,966 25 


1,444,970 N.P. 
375 4 4'610,258  N.P. 
943, 421% 71% 38% 410,857 $100 


109 26 1l6yg 52% 250,000 100 
393% 17% 32 193% 1,379,295 N.P. 
53 13% 28% 8% 699,066 10 
51% 11% 27% 8% 568,816 10 
383g 164% 29% 21% 3,994,150 N.P. 
18 7 12 8 1,187,701 N.P. 

100% 80 89144 80% 40,000 $100 
184 5% 10% 4he 330,000 N.P. 

295 176 180) 172 459,428 $100 

105 102 a 120,000 100 
693% 9% 37 16% 1,244,383 N.P. 
3974 22% 33 22% 1,899,138 N.P 

35% 34 2% % 908,171 N.P 
32 30% 6,708,086 N.P. 

69 40! 644% 51% A, 000, ,000 $50 
6914 4014 67% 50% 2422, 221 50 
15 “4 3 12% 4% 199,370 N.P. 
76 4714 80 47\4 25,666 $100 
‘ ai 274% 17% 2,937,900 N.P. 
47 24! 4434 29% 2,670,089 N.P. 
3a, | 21g 1 13184917 $25 
5144 20 52 201% 150,000 100 
5% 4 7% 21 2,500,000 N.?P. 
653, 4014 54 333, 2435°670 $25 
65 45 60 44 4,050,000 25 
25% 4 31 6% 749,017 50 
4634 2514 38 30 56,907 50 
3034 20 27! 1914 3,038,370 25 

116 108 114% 110% 130,000 100 
4954 225 28% 14% 2,101,550 25 
42% 15 2534 15 1,235,270 N.P. 
64 43% 56% 4534 951,310 $13.40 
5534 43%, 48%, 40 77,492 L2 
3134 19 25% 14 13,069,076 N.P. 

. 106% 93% 400,000 100 
401 15 37 18 869.255 10 
45 21 32 20 5,455,665 N.P. 
111 103 11214 108 154,685 100 
4644 42 42 27% 1,097,650 $25 
; 9934 83 120,000 100 
‘ = 106 98 750,000 100 
81% 51% 75 55% 13,016,434 N.P 
; ° 49 29 320,000 $25 
83 48 84% 58 25,443,643 25 
481% 43 xf «64038 30 17,809,530 25 
86 3 70 50 1,416,911 N.P. 

10516 100 107 1024 100,000 $100 
24 5% 9% | 1,026,979 N.P. 
717% 50 60% 50% 9,850,724 $25 
2378 9% 14% 8\%4 929,947 10 
234 10 17% 10% 5,881,980 N.P. 
907%, 74% 893%, 78 732,550 $100 
40 14 31 19% 2,191,820 N.P. 
97% 85% 94% 83 199,443 $100 

. 24 12% 3,339,150 N.P. 

57 42% 50 37 2,201,008 $25 
3844 28% 1,254,048 N.P 

42% 15 27 11 777,603 NP: 
38 25 2914 26 490,000 N.P 
29% 123 21 11% 428,967 N.P" 


*New h oy tNew low fAlso extra s-Stock 


Pan American Doubles 
Earnings This Year 


NEW YORK, Sept. 6.—Pan American 
Petroleum & Transport Co. and subsid- 
iaries, including Lago Oil & Transport 
Co., report profit of $7,988,361 in the 
first half of 1930 after depreciation, 
depletion, amortization and intangible 
development costs but before federal 
taxes. This compares with $3,985,719 
the first half of 1929. 

Mexican Petroleum Co. of Delaware, 
one of Pan American’s subsidiaries, 
earned $2,737,956 in the six months 
after depreciation, depletion, amortiza- 
tion and intangible development costs 
but before federal taxes. The first half 
of last year Mexican Petroleum earned 
2,527,720. 

Wellington Earnings Slump 

LOS ANGELES, Sept. 6.—Welling- 


100 


Last Transactions Week Ending Sept. 6 
Company Paid Sales First High Low Last Change 
py Oe ee July 31, 30 4,100 2334 2416 234% 244% + % 
POSICAR TROROUNCE CORDic ee cs | bee 000 we eerie 400 16 18 16 18 0 
DROS CIN iss nek5n ss ees 90 June 30, 30 oer? Bete Adee eee ee 
Atlantic Refining Co............ June 16, 30 1,600 337% 34% 33% 34! — k 
Barngdall Corp. A... ges Aug. 6, 30 10,400 22 2234 21% 22% — \& 
California Petroleum Co: P.. roe San. 2,2 seeds Mirchi Poker On.” hie aha alae 
Ceipesel BOARON COU EG ckieia ce 89 Saws | (ommneerens 3,609 144% 14% 14 14% 0 
Continental Oil (Delaware)...... , ae 11,400 19% 19% 19 1954 + k 
General Asphalt Co............- June 16, 30 2,600 4114 4234 39 4234 + 2%, 
SEUORM DMRS oral a Wass SIE. taraetai. eens 16,600 7514 79 73% 77% + lb 
Independent Oil & Gas.......... July 31, 30 31,000 25 2544 24% 24% +1% 
ERGAAM POMRIGR 6 o5 ic 5c cdsccscvnwe Dec , 20 4,800 11 113 10% 11% 0 
do certificates. ...6. 55: ae ne ee ee eer Oe. ee Soe 
Lago Oil & Transport........... Aug S 5 ee a aves ee ee tee Pee 
Louie 30 TRODRING.. cece bees) 6 obs erneeins 6,500 9 95% 9 9% +1 
a | eee pope : Aug. 15, 30 50 90 90 - 90 +94 
Maracaibo Oil E xploration... ae ee 200 46 414 My 4l6 0 
Mexican Petroleum............. July 31, 30 20 172 172 a7) 172 — § 
ESSE 2 is eee eee ee nAY July a, |. Sr ne ar ee ee 
Mexican Seaboard Oil.... ...... Oct , 24 24,200 22% 22% 21% 223; — 
Mid-Continent Petroleum....... Aug » 30 3,500 2314 235% 23 2314 — kh 
POMOGE COUROOE AO CUB s cc ccce cis | seks |  vemeeinnieveces 5,600 1 1 \% 1 14% + 
SOE ars ose Cie, saan | eee 15,100 3014 31% 30 31y Oh +CCOK 
Pan American Petrol. & Trans Oct 1; ree ciiklar o <aGGr cae eee Gaeta: Tacomas 
REN Piha aie ene bia ohh Oct. 20, 27 1,000 54 55 53 54% + 
Panhandle Prod. & Refg. ey a i ee ee 600 35 554 5 5% — k 
eS Ae SIR ERP ee ae tiegnge ; Taly 2329 }  ischess Soatares Rta eee). setae i@etcva ae 
Petroleum Corp. of America June 30, 30 5,900 18144 18% T17% 18 — 
Phillips Petroleum Co........... June 30, 30 69,000 34 344, 32% 333%— % 
Pere OIDs ki kok se siowes | “Tips! | eeeranueats 600 1% 1% 1 1 — k 
7 CRE Saran ane ara ee Feb. 1, 22 100 26 26 26 26 + % 
Pierce Petroleum ‘Corp Pee a ee mete 1,800 45% 43% 4% 4% 0 
Prairie Oil & Gas Co............. June 30, 30 800 34% 35 3434 35 + 
Prairie Pipe Line Co... . 2.06.60. June 30, 30 1,800 46 46 444%, 445 — 5 
Producers & Refiners Corp....... Sept. 15, 30 20 31 *31 31 31 + 1 
NEG 5 Sratere wie. 0 6.) arb wise Gin May ee Se ee ee sss oe cone, Co e.gee 
De Ee os wg sign atic gceonbalaoace Sept. 1, 30 4,4UJ 20 20 19% 19% 0 
ae ae ae July 1, 30 49 11234 112% 112% 112% + \&% 
Richfield Oil (C aliforni Re ee Sept. 1, 50 37,600 15 17 14% 17 + 2% 
Rio Grande Oil Co. ma eye July 25, 30 10,000 15% 16% 15% 16% + % 
Royal Dutch (N. Y. shares).... Aug. 13, 30 17,700 4934 4914 4814 48144 — 1% 
Shell Trans. & Trading.......... July 28, 30 60 42% 42% 42% 424% + % 
Shell Union Oil Corp ........... June 30, 30 10,000 1434 15 1434 15 + %&% 
BRM 24.5 coin S05 > ke July , 30 300 96% 96% T93% 933 + \ 
Simms Petroleum Co. June 14, 30 1,800 18% 19 18 a. oe ae 
— Consolidated Oil Corp. July , 30 31,300 21% 213% 20% 21% + =\ 
ROUM So ais asenard aa ote albateein otk Aug , 30 300 11035 11034 110% 110% + k 
Skelly as. oukos se iodaemicine June 16, 30 2,200 27% 28 274% «228 + & 
oS noe Fr rere Aug. Il, 30 100 8514 854% 85% 854% — %& 
Se. ©, Ezport Corp. pfd. «5.55. June 30, 30 2,500 10334*106 103%4 105 +1% 
i A MOMNOPEIG ics ois bsco:oe Fane June 16, 30 7,300 60% 61 60% 60% + % 
S. O. Kansas ; SteaGetee June 16, 30 400 30 30 29% 30% + % 
S. O. New Je rsey. ‘eae June 16, 30 67,200 70% 70% 68% 70 — k 
ee ak June 16, 30 12,700 31% 31% 30% 31% — lk 
Sun Oil Co. es SS eee June 16, 30 200 58% 58% 58% 58% +1% 
do pfd... sk od hese es Sept. 1, 30 490 106% 106% 106 106% + % 
Superior Oil Corp. . Gtk Geehite. guar  epabemouies 5.900 25 2% 2% 2%— 
Dee TERAO COED. ccs 5 cig css ssicce July 1, 30 15,100 5g 52% 50% 51% + 
Texas Pacific Coal & Oil........ Dec ey 1100 8% 8% 8% 8% — k 
Tide Water Associated Oil....... Aug , 30 1,200 14 1414 13% 13% — % 
“Se RANE eee July 1, 30 300 8434 8434 844% 844 — 
Tide Water Oil Co.............. FORO 30, 50k kvees KS De aes? ae ne > alee 
TS ee ey ae nee hanes Aug. 15, 30 400 91 91 91 91 — k 
Transcontinental Oil............ May 1, 30 11,600 175 175% 17% 17% — 3 
Union Oil Co. (California)...... Aug. 9, 30 2,000 4034 407% 40%, 4034 0 
Union Tank Car Co. ‘ June 2, 30 1,500 26 26 1254 254 — 4& 
Warner Ouinlan Co... ...06 cs s05 July 3, 30 600 11% 11% 11% 11% + %& 
White Eagle Oil & Refg....... BOC. 20,00 <vsess Sas Meas” omearea Gerdes 
Wilcox Oil & Gas Co........ May 10, 28 400 15% 15% 15% 154% — % 


Total sales 469,989 


ton Oil Co. reports operating profit of 
$67,836 in the fiscal year ended June 


30, 1930, compared with $210,6 
preceding fiscal year. 
last fiscal year were $531,859, 


in the 
Total profits the 
the dif- 


ference coming from the sale of prop- 


erties. 





Deep Rock Profits Fall 

Rock Oil 
Oil & Refining 
$4,045,022 
1930, 
preced- 


CHICAGO, Sept. 


Corp., formerly Snaffer 
Co., reports net profits of 
for the fiscal year ended June 30, 


compared with $5, 
ing fiseal year. 


Sinclair Retires Notes 

NEW YORK, Sept. 
solidated Oil Corp. 

current funds $15,400,000 3-year 
lien collateral 6 per cent notes. 


CLEVELAND — 
Inc., Buffalo, manufacturer 
pumps and national 





Con- 
has retired with 
first 


Schwartz, 
meter 
of other 








Pittsburgh Curb Market 


Transactions Week Ended Sept. 5, 1930 


Sale. High Low Last Change 
Arkansas Gas A 200 10% 9% 9% + % 








Pittsburgh Stock Exchange 
Transactions Week Ended Sept. 5, 1930 


Sales High Low Last Change 


Ark. Nat. Gas.... 100 10% ioe 10% +1% 

do pid....... 160 8 : +h 
Leonard Oil...... 750 1% +114 y% 1%—h% 
Lone Star Gas.... 2,090 39% 3834 3834 — % 
Plymouth Oil.... 1,000 25% 24% 244% —2\4 








Phoenix Oil...... 4,000 .50  .45 .45—c. i¢ 
Shamrock O. & G. 2,075 19% 18 ee 
tNew low. 


service station equipment, has moved 
into its new factory in Buffalo which 
gives it four times the space it former- 
ly had. The company has sales of- 
fices, branch factories and warehouses 
in 14 important cities, besides the main 
plant and headquarters at Buffalo. 
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N. P. N. Service Record 





Some of the requests for informa- 
tion, data and advice, which were taken 
care of in various National Petroleum 
News offices in the past week are: 


Houston engineering company fur- 
nished information on refinery con- 
struction. 

: * € ¢ 

Louisiana refiner furnished data on 

various oil refining companies. 
* * * 

Chief geologist of Fort Worth roy- 
alty company given data on Gulf 
Coast oil development. 

* * + 

Large Houston refiner given prora- 
tion data. 

*_ * & 

Los Angeles compounder and Ohio 
oil dealer referred to May 28, 1930, 
issue, page 31, giving new S.A.E. vis- 
cosity numbers for motor and tractor 
oils. 

* + * 

Wisconsin oil jobber referred to 10 

makers of various fish oils. 
*” * * 

Oklahoma refiner told where he 
inay obtain a list of oil jobbers for 
the country. 

+ * * 

Pennsylvania refiner referred to 
tive oil companies with experience 
in semi-trailers for oil transportation. 

* * * 

Ontario coal dealer told of prac- 
tices in the States in selling rural 
gasoline trade. 

* * + 

Massachusetts oil distribution head 
referred to three articles in N.P.N. 
on natural gas pipeline construction 
and referred to five other sources for 
additional material. Also referred to 
sources for domestic heating fuels, 
and to several books sold by N.P.N. 
on various oil problems. 

* a * 

Texas oil jobber told about Pacific 
Coast and middlewestern oil com- 
panies’ policies on leasing service 
stations. 

a * * 

Ohio oil refiner-marketer referred 
to eight refiners of Smackover crude 
vho might furnish a naphtha to suit 
his specifications 

* * * 

Lubrication manager of Mexican 
refiner-marketer given explanation on 
points he raises as to sulfur in gaso- 
line discussed in July 30, 1939 issue 
of N.P.N. 


Associated Oil Reports 
Gain in Profits 


CLEVELAND, Sept. 3. 
tive more oil companies in their earn- 
ngs for the first half of 1930 reveal 
mly one increase over earnings in the 
first half of 1929. This was the Asso- 
‘iated Oil Co., subsidiary of the Tide 
Water Associated Oil Co. 

Sinclair Consolidated Oil Corp., 
whieh reports net to common of 49 
‘ents a share this year as compared 
with $1.02 the first half of 1929, sums 
ip the general earnings situation: 

“Lessened profits are attributed to 


Reports of 
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unsatisfactory prices prevailing during 
the period, and to generally unfavor- 
able business conditions.” 

Concerning its own operations, Sin- 
clair said: 

“Full advantage has not been ob- 
tained from investment in owned mar- 
keting facilities, although the increase 
in gallonage through such facilities 
showed a large gain in the first six 
months of the year. Extensive drilling 
was necessary in the Oklahoma City 
field, involving large expense; but, ow- 
ing to proration, the corporation was 
unable to realize on this investment, 
since the flow of the wells is limited to 
a small fraction of developed produc- 
tion.” 

The Sinclair statement does not give 
effect to Pierce Petroleum Co. earnings. 
Acquisition of Pierce properties be- 
came effective July 1. 

Atlantic Refining Co. earnings reflect 
the decline in industrial and commer- 
cial demand for petroleum products and 
a decline, particularly, in Atlantic sea- 
board prices because of a fall in marine 
transportation rates. 

The company anticipated only a tem- 
porary decline in demand the first six 
months and maintained its refining at 
a normal rate, according to Chairman 
J. W. Van Dyke. This resulted in the 
building up of merchandise  inven- 
tories, which were adjusted to the mar- 
ket when prices declined. The June 30 
oil inventory was $29,943,368. 

During the half year Atlantic spent 
$9,528,000 on improvements as follows: 
crude producing and purchasing, $1,- 
725,000; pipeline, $796,000; marine, 
$733,000; refining, $1,322,000; market- 
ing $4,943,000, and miscellaneous, 
$9,000. 

Atlantie’s net averaged $1.04. per 
share of $25 par common, compared 
with $3.67 a share in the first half of 
1929. 

Earnings of the five oil companies 
and the Union Tank Car Co. for the 
first halves of 1930 and 1929 compare: 


Six Months 1930 1929 
Associated Oil $3,264,855 $2,996,452 
Atlantic Refining 2,818,823 S.862,409 
Colonial Beacon *1,316,164 530,509 


Rio Grande Oil 2,202,008 3.022.362 
Sinclair 

Consolidated $3,251,709 6.196.195 
Union Tank Car 1,239.674 1.584,445 
* Deficit 


Spain’s imports of gasoline have in- 
creased 76 per cent since 1926, and 
Diesel oil 198 per cent, the 
Bureau of Foreign and Domestic com- 
merece reports. 


those of 


Gasoline sales in Tunisia totaled 129,- 
650 barrels during the first half of 1930, 
as compared with 91,205 barrels the 
first half of 1929, and 75,240 barrels the 
first half of 1928. 


Argentina has produced since 1922 to 
1929 inclusive 52,543,000 barrels’ of 
crude, 33,350,000 barrels of which was 
produced in state owned fields. 


THE 
OIL INDUSTRY 
EXCHANGE 


Positions Wanted 


ENERGETIC SALES EXECUTIVE, MECHAN- 
ical engineer, desires connection with major 
company as district sales manager, or charge of 
specialty sales, industrial, marine or railroad. 
Fastern territory. Age 35. Address Box 580. 


LUBRICATING ENGINEER desires change 
Thoroughly familiar with machinery design, 
manufacturing, lubricating, and shop operation 
practice; refining, manufacturing and testing 
petroleum products. Conversant on steam and 
oil power, organization, marketing and distribu- 
tion. Address Box 581. 


GRADUATE CHEMIST age 35; 8 years experi- 
ence laboratory and sales department large oil 
company. One year plant manager smaller com- 
pany. Especially qualified for work in sales of 
industrial lubricants. Address Box 582. 


Business Opportunities 





A CO-OPERATIVE TULSA 
BUYING OFFICE 


Your orders for petroleum products 
placed direct with responsible refiners 
Small commission charge 
Write or Wire for particulars 


DALE W. MOORE 


405 Philtower Bldg., Tulsa, Okla. 
Telephones: 3-4177 and 3-4178 
L. D. 136 











Patent Attorney 





ROYAL E. BURNHAM 
Attorney-At-Law 


Patent and Trade-Mark Practice 
Exclusively 


Continental Trust Building 
Washington, D. C. 











Miscellaneous 





WHAT IT COSTS 


“For Sale,” “Wanted to Buy,” “Help 
Wanted,” “Business Opportunities.” 

“Miscellaneous” classifications, set in 
type this size without border—10 cents a 
word. Minimum charge, $3.00. 

“Position Wanted’’—5 
Minimum charge $1.00. 


cents ai word. 

Advertisements set in special type or 
with border—-$4.00 per column inch. 

Copy must reach us not later than Fri- 
day preceding date of issue. 

All advertisements carried on this page 
are payable in advance. 








Advertisers having box numbers 
should be addressed in care of 
National Petroleum News, 1213 
West 3rd 


Street, Cleveland, 


Ohio, unless otherwise specified. 
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Standard Oil Stocks on New 


York Curb 















































































1929 1930 Outstanding Par Last Transactions Week Ended Sept. 6 
High Low High Low hares Value Companies ll Paid Sales First High Low Last Change 
eae 60h CT CTR Cn tw ws ws i Anglo-Amer. Oil voting stk. ctfs.. 36c i S «, ee case Mbde Geen eee aesiena 

17% il 19 i.  anaecer do non-voting stk. ctfs....... 36c June 5, 29 eae. REN, HEREC, Tete Ate 

2 4 1 % 500,000 NP. Atlantic Lobos Oil............- Ry Se ee err Ome aan 

4 1 1% 1 200,000 $50 ES SR eae eka ine eey sre Gunes ae ee eee a 
46 25 25 14 40,000 25 Borat Gerymeet Co......0sc0080 ss $1S.A. Apr. 15, 30 100 16 16 16 16 - 1. 
74 55 69 541% 200,000 50 Buckeye Pipe Line Co.......... $1Q June 14, 30 100 55 55 55 55 + % 

210 130 184% 140% 120,000 25 Chesebrough Mfg. Co.......... $$1Q June 30, 30 Scie “ara Jamel sca? lamer aa 
1% 65 eek _saadsiion N.P. Creole Petroleum Co........... St re oe 8,400 5% 5% 5% 5% + \&% 
75% 40 65% 30 30,000 $ 50 Cumberland Pipe Line Co....... $1Q June 16, 30 50 32% 32% 32% 32% 234 
7014 42 54% 39 50,000 100 Eureka Pipe Line Co.......... $1Q Aug ‘Se ere Estee!) Cmca). avarenkess ceeiies ; 
ses sees 2 oe 280,000 N.P. Keatens Ol Cer. Webs cn ccccces was:  <eealercwiwess Lah Wee ital ace jee Ge Roun 

i Ore ae rere N.P. General Petroleum Corp. w.i..... coe see eit eaten sai 

128 744% 119 78 2,974,645 $25 Humble Oil & Refg. Co......... 50cQ wy 1, 30 2,700 88% 92 88 92 +3 
41 22 30 18% 26,490,741 N.P. Imperial Oil, Led. ..0.0.6cccscvcee 12%cQ une 2, 30 1,800 18% 20% 18% 20% + 13. 
42% 26 41 31% 300,000 $10 Indiana Pipe Line Co.......... t50cQ (ee ee ela, wah Woieats gine Scltciirs 
29% 15 24 174 14,247,880 N.P. International — of ae 25¢ June 16, 30 5,100 17% 19% 17% 19% + 13, 
25% 10% 22% 15% 09,000 $124% National Transit Bde aletany 25cQ une 16, 30 800 17% 17% 17 17 0 
17% 10 21 10% 100,000 10 New York Transit Co Dah as arep ns 40cQ uly 15, 30 Sten eerie a Se ed ee ae 
63 41 54 35% 40,000 50 Northern Pipe Line Co......... $2S.A. July 1, 30 100 35% 35% 35% 35% - 13, 

105% 103% 108 103 600,000 100 Oe | a a eee $1.50Q — 14, 30 100 105% 105% 105% 105% —- 3% 
444%, 18% 32 17 400,000 25 Penn Mex. Fuel Co.......cccee $1 0, 30 ; eas Ae et ER RS =P 
50 29 33 10% 160,000 25 Boise Mekning Co... .ccccccscss $1.25S.A. es. 20, 29 Sitar inves ~ 
23% «13 20% 13 100,000 10 Southern Pipe Line Co......... $5 Sept. 2, 30 —— me Seach, \yaanny Geta Iane ie ihe 
60% 35% 45% 35 1,200,000 25 South Penn Oil Co............ $50cQ June 20, 30 100 37 37 37 37 — % 
70 45 64 44 35,0 50 Southwest Pa. Pipe Lines....... $1Q LS ee Bes aren dnccnaere » anette = 
63 45 59% 47% 16,850,587 25 Be Ss BOON 0k 6.06 sce cnsiess 624%cQ June 16, 30 6,200 49 49%, 49 49% 0 
46% 29 40%, 30% 2,577,124 10 Se ere 40cQ June 30, 30 2,200 30% 31% 30% 31% + 
50% 40 48% 44% 188,159 25 RS ee ere eee t624%4cQ $eG@ 20,30. cence og eee eaves 7 Seman Severeraeet 

129 60 108 74% 560,000 25 S. - Obio iy Nabin so pes oy woe eae 624c July 1, 30 1,200 75% 76% t74% 76% — % 

124% 113% 122 115% 70,000 | a fe | SS eer $1.75Q Sept. 2, 30 — en [sees Sere Seow ; ; 
18 54% 10 34,158 25 Setae Finch oe eae aces — 15, 29 Baa at Dee ita.) Geaae Same ; 

133% 75% 97% 76% 5,139,887 25 Vaceem GH Co. 6 .cccscscccenes $1Q une 20, 30 6,800 785% 78% 78% 78% + 
*New high tNew low TAlso extra 

Independent Oils on New York Curb 
1929 1930 Par hg rae Week Ended Sept. 6 New York Bonds 

High Low High Low Value Companies Sales First High Low Last Change Week Endi a 

3 if F, iB BI Amer. Contr. Oilfields a eo 0 oe Se 

mer aracaibo ,60( 2% 2% 2 Zz 0 Se . 

a tae eee Oe EE, oc inna dea ee” ee eee Sk A 
26 3% 16% 834 N.P. Arkansas Nat. Gas... 1,500 934 «10% 984 9% + Assoc. Oil gold 68....... 104 5% 10454 10454 + % 
24% 06«— 6% 16% 8% N.P. do Sy Rugkesa% 1,500 94g 10 9g 10 + % Atlantic Refg. deb. 5s... 103% 103% 10345 +1 

9 a 8% 7% 10 — ar 300 7% 7% 7% 74% — k Cal. Pet. oe err rr 10014 9934 100 0 
70 50 284% 17 N.P.* British audean Oil.. i cl ce eh Geo (nae oe). re 10214 102 “4 102% 0 

4% y 2% % \% = s-Carib Syndicate...... 1,000 1% 1% 1% 1% 0 General Pet. 5s.. a 10254 10254 1025¢ le 
6844 20 444% 244 N.P. Cities Service....... 12,300 852 29% 28% 29% + % Humble Oil & Refg. 58.. 102% 101% 102 3. 
99% 84 93% 52 100 1 ae a 500 91%, 913% 91 91% + % Humble Oil & Refg. 514s 10234 102% 10254 — +. 

9y% 8 9 7% 10 ee A See ee ‘9 gedit let iors Pan Amer. P & T 6s. 10334 103% 103%< Vy 
96 81 89% 82 100 do preil. BB...... , eras ; Pan Amer. P & T 68 93 92% 92% Ly 

1% M4 4 1 Colombia Syndicate.. 300 14 M4 M4 4 — yy Phillips Pet. 5¥%s....... 97 9634 97 0 
15 3% 8 4 31 N.P. Colon Oil Corp ese eee 800 334 334 5 3% 334 0 Pierce Oil deb. 8s..... 106 106 106 0 

a: 534 N.P. Columbia Oil & Gas... 2,200 65% 61% 6 614 0 Pure Oil 5'%s........... 100% 9934 100% + 

1we$#2% «S% 3% 10 Consolidated Royalty 100 316 ihe 314 346 + MY ~ Pure Oil 5s........... 100 99% 993%, 0 
135 42 74% «030 N.P. “a EEE WOO isis 0100's 800 3254 32% sg +30 30 a Richfield Oil Calif. 6s. 85 83 83 3 
87 55 70 60 100 Sa ee ee path b Queee’ , waa Sen ee ae Shell Union Oil 58. .... 955% 95 95% + 4 

2% % «(1 Y%N.P. Crown "Caneel Pet.. ; sfakeicpegiteahrae Shell Union Oil 5s with War. 9834 97144 98 0 
11% 64 coos coco NP, — 0s davsces oh . I hk Sinclair Con. Oil 7s..... 10 49% 104 104% + 1 
7)” er 100 See : ; ; ere Sinclair Con. Oil 64%s... 10384 103 103% + 3 
26 6% 13% $74 N.P. Darby "Petroleum. 200 10% 10% 10% 10% — 1% _ Sinclair Con. Crude 544s 102% 1023¢ 102% + Kk 
40 ,sea0- ee Hs 8 ee ; ; : : cheng. inhercai Sinclair Pipeline 5s.... 102% 102 102% 4+ 3h 
11 2 11 4 N.P. Derby Oi "x Refg. 1000 6% 6% 6% 6%+4+ % Skelly Oil 5s 96% 961% 96% O 
44 17 60 30 N.P. hk Ns ounce nee s pals ae . rae ae N. J. 5s.......... 104% 104% 104% + ! 
eee 1? 10 Devonian Oil........ bah ai ¥ : Sit it ae . 0. a A. ee . 100% 99% 100 - 

209 115 166% 115% $25 Gulf Oil Corp........ 2,100 11944 11934 118 1181 - 1% Transcontinental Oil 6)4s8 

7% 1% 4 2% =N~.P. Homaokla Oil....... ; dacist ad hate sire, Moker Sg ce iicnaas PMPs rors 6, 6 slob ies 10934 110 + \& 
saee 47% 26% N.P. Indian Territory A. ° 4.500 293% 293% 29 29 3% . ranscontinent: al Oil 6! 68 

= 53% 26% N.P. BO Wi i-66.5-cares ons 1,700 28'5 29%; 29 29 —1% ex-war... 101 10084 10034 ‘ 

2% 7 1% 5% 10 Intercontinental Pet.. 1,700 56 34 5 34 0 Union Oil of C alif. 68 A.. 110 109 110 4. iy 

3% 4 3 1% N.P. irby Petroleum.... 300 1 5¢ 15, 15% 15 0 Union Oil of Calif. 5s C.. 101% 101% 10143 + 's 

6% 1 4% 1 N.P. Leonard Oil & Dev.. 4,600 13¢ 134 1% 1% - \Y Union Oil of Calif. 5s War. 100% 100%¢ 1003¢ MK 
38% 18 29 18% N.P. Lion Oil Refg........ SA a oe ae oo Bree Warner-Quinlan 6s.. 80 1g 80 80 0 
67% 28 55% 34% N.P. Lone Star Gas....... 1,900 391g 3954 3844 38% — % White Eagle Oi1 5% 104 104 +104 t 
“a ° “ MN a | 5 i sete oa yer = Bt ‘cnet “poten 

Y agdalena Synd..... ,200 l¢ 4 l¢ y%— hk 

sae 14 16 12 N.P. DME ncccaseks —<ssee's eee arte ; =e Per an” 

6% 2% $7% 2 N.P. Mexico Ohio Oil..... 300 2% 214 214 24 — k 
css, oon Be | 6 Ee. Middle States A.v.t.c. och AR ig le ate aanais 
bies cage 6 2% =«(ON«~P. do Class B. v.t.c. 400 25% 28 25% 2% + KK New York Curb Bonds 
42 x 36% #15 5 Missouri-Kansas P.L. 12,900 19%, 20'4 195% 20! + %& 

1% \% % % 1 Mountain & Gulf Oil..  ...... feel ftsee Ritter, Vacca. selena Week Ending Sept. 5 
22% #=#7 124% 8 10 Mountain Producers. . 1,100 934 934 9% a a ne hee ea 
43% 24 41% 25% N.P. Nat. Fuel Gas....... 1,800 297 30 2914 29% 0 High Low Last Change 

6 2% «3 2%% $5 New Bradford Oil.... 1,300 28% 234 23% 28% 0 

4% 3K%eCOMKCOY 10 New England Fuel... ; oe a Beacon Oil 6s 36 remint 103 103 103 
244 116% 16% 9% 25 N. Y. Pet. Royalty.. 100 96 914 9l4 Rie ls Cities Serv. 5s 66 Pea arers 84 831g 831 + ' 
18% 6% 11% 6 N.P. North Central Texas... eet Ses: Cities Serv. 56 °50,.,.... 102 100 102, +13 
19% 8% 11% 75g N.P. Oilstocks Ltd. A..... 1600 “735 73% 4755 “73% '°1Z Cities Serv. G. 5% a” ow Be oe: 
18% 84 11% 8g NP. a aap aan ' Joe tae. eae Cities Serv. G. P.68'43.. 9134 914 91% 

26% 12% 19% 12% N.P. Pacific Western Oil. 300 «1534 16 1534 16 0 Cont. Oil 5%s 737.. ene 97% 97% 97% 1 

344 % 2% & =N.P. Pandem Oil......... 3,200 Be V4 +34 an aS Empire O & R514s’42.. 84% 84 84 i 
10% 2% 4% +418 NP. Pantepec Oil........ 1100 2%, 28%, 21% 28 4 &% Gulf Oil 5s °37......... 10284 102 = 10234 
25% 13\% 15 13% $25 Paragon Refg. B. ctfs. 100 141, 141, 14% 141% a i, Gulf Oil 5s 47. ceeeccen 103% 103% 103% 0 
28 1729 19% N.P. Petroleum Corp...... mete ‘i E “Sun Oil 3/48 °39...... 102%4 101% 102% + 

hs Dees >) i: ae do warrants.... 700, 936 Bk. Oe ij Valvoline Oil 7s °37 103° 10234 103 
37 22 274% 20% N.P. Plymouth Oil ...... 1,700 253, 253, 2416 241% % 

16 9 10% 868 o> ec Bank Oll......:.. 1008 8 a. es iy 

&bg 1% 58 24% N.P. Reiter-Foster Oil..... 200 3 33 314 314 \ 

25% 19 231 17% 25 Richfield Oil pfd..... ; E 
+4 . au ou py — ppooe at aa 

Pb y sf yan Consolidated... H sure 

5% 1% 2b 18% 10 Salt Creek Consol..... 400 i%% 2 aa ij Oil Dividends 
25% 9 15% &8Y 10 Salt Creek Producers 500 103, 107 101, 10) i. 

33% 10 = 3” 3 sai oy 9 100 556 55,4 +55% 55 3. ak ot 
ees weasel ee ignal Oil & Gas A.. : r % 

24 9° 17 8% N.P. Southland Royalty... 300 B39 3; BS; 6 Amount Pavable Record 
12 4 10 41% 5. Searae Onl... .o0 <2. 100. 51 51 Sig 5% a, Borne Scrymser s.a. $1 Oct. 15 Sept. 2 
23 7 18 8% N.P. Texon Oil & Land... 1.000 1 KR 16% 18 : British American Oi lq. .20c Oct. 1 Sept. | 
814 8% «(16 s 10 Venezuela Mexico. ... ; * Independent Oil 374%c = Oct. 2 Sept. 1 

6% 1% 4% 2 5 Wenesneia paccalenin. 00 di; 21, dix iiX : Mountain Pri ducer s q...40c Oct. 1 Sept. | 

alg 2 5 2 1 Woodley Petroleum.. 300 33, 3 2 33, 3 Us i 4 Salt Creek Ce ‘ 10< Oct. 1 Sept. 1° 

5% % 2% $§.%4 NP. Y Oil & Gas........ . south Penn Oil g 50 Sept. 30 Sept. | 
*New High tNew Low S.W. Pa. Pipe Lines q.. .$t Oct. 1 Sept. | 

» 
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